





THE 
¢ BUILDING NEWS 


13 MAY 1954 ‘ , ONE SHILLING WEEKLY 


© ARCHITECTURE IN THE ROYAL ACADEMY-II 


© HOUSE AT CHISWICK 





Water Thi 
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Decorating Costs 


Full particulars from the makers 
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The cost of interior painting cat 
reduced Where large wall areas ar 
** AQUASHEEN *'—the new water thin: 
immediate advantage Ideal for Fact 
buildings of all kinds 


Not only is the initial price of AQUASHEEN 
than that for conventional Gloss Paints, but it a 
approximately 20°, greater coverage thar 
applied as easily and as quickly as any water paint 
with large wall brushes AQUASHEEN 
gloss finish of remarkable beauty and durability 
easily , no objectionable paint smell 
Hotels, Restaurants 

Factories painted with AQUASHEE? 
repainted for 7 year 


For interior use only. NOT a Latex F 


/QUASHEEN 


WATER THINNED ENAMEL 


BRITISH PAINTS LIMITED, PORTLAND ROAD, NEWCASTLE UPON TYNE: 





LONDON : CREWE HOUSE, CURZON STREET, W.! Telephone Grosvenor 6401/5 
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GLIKSTEN METAL FIXING 


(Brit. Pat. No. 683946) 


| A new Te Week of METAL FIXING 





for Insulation Boards-desiqned to 
and officiel ort = YOUR COSTS 


By this method Thermal and Acoustical 
Insulation can be simply and economic- 
ally carried out in old or new buildings 
by Local Contractors. 


Panels can be easily removed 
and replaced for access to 
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FOR DESCRIPTIVE ANO TECHNICAL BROCHURE 


3 GLIKSTEN 
. BUILDING MATERIALS 


- CARPENTERS RD., STRATFORD, LONDON, E.15 


AMHerst 4444 


LIVERPOOL Office : 87, Lord Street, Liverpool, 2 
4 
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The British Made 


Building Boards of 


Quality and 
Experience 


THEY ARE MADE TO LAST 








SUNDEALA BOARD CO. LIMITED 


Head Office : ALDWYCH HOUSE, LONDON, W.C.2 Tel : Chancery 8159 
Works ; SUNBURY-ON-THAMES 

Glasgow : BALTIC CHAMBERS, 50 WELLINGTON ST, C.2 

Newcastle: NORTHUMBRIA HOUSE, PORTLAND TERRACE, 2 
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FROM THE SNOWCEM FILE:— 
























































THE CEMENT MARKETING COMPANY LIMITED 
Portland House, Tothill Street, London, $.W.1 
or G. & T. EARLE LTO., WILMINGTON, HULL. 
THE SOUTH WALES PORTLAND CEMENT & LIME Co. Ltd., 
Penarth, Glam. 


Taam 
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A 13 Amp. Fused Plug 


A 


To retail at 


3/18 cack 


* 
in Resilient Rubber . . . by 


SANDERS 


WEDNESBURY 


LEAFLET 152 z Makers of unbreakable Plugs since 1937 
© GIVING FULLDETAILS © 
ON REQUEST 


WM. SANDERS & CO. (WEDNESBURY) LTD, WEDNESBURY STAFES 
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STRAMIT BOARDS LTD - 
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Low-cost dry construction 


Pre-cut to size to save time on site 
and avoid cutting to waste 


Light weight is combined with 
great strength and rigidity 


Wall framing is required at 
4 ft. centres only; 

roof supports required at 
4ft. centres (pitched) and at 
2 ft. centres (flat) 


Surface is ready for immediate 
decoration. 

No screeding is required on 

roof decks 

Good fire-resistance classification 


High degree of sound absorption 


Exceptionally high thermal 
insulation 
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PACKET BOAT DOCK 


> COWLEY PEACHEY - 


reasons 
why 


MORE AND MORE 


ARCHITECTS ARE 
INSISTING ON 


BUILDING SLABS 





2” THICK - 4 ft. WIDE - ANY LENGTH 
(Stock Lengths are 8 ft., 9 ft., 10 ft. & 12 ft.) 


Available from stock 
through leading merchants 





Send NOW for YOUR copy of our fully 
detailed TECHNICAL FOLDER (ABN554) 
and Building Research Station Reports. 


UXBRIDGE MIDDLESEX - 





WEST. DRAYTON 3021 
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From a design by Edward D. Mills, F.RJ.B.A, 
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(CATIONS 


2. TOWN SCHOOL 


Schools in densely developed city 
areas must of necessity be built as 
multi-story buildings in order to 
provide as much open space on the site 
as possible. In order to produce 
economy in construction, such 
buildings must be designed so that 
materials are used as economically as 
possible and the structural frame 
kept to a minimum. 


In such circumstances a light, 
easily maintained wall cladding, 
instead of the traditional brick or 
stone, has much to recommend it, and 
the example shown illustrates the 
application of patent glazing 
for such a purpose. In this case 
the wall cladding consists of Patent 
Glazing Bars glazed with 4” Wired 
Cast glass up to cill level, 
and clear glass above. Opening 
lights are controlled by hand 
operated gear. The Workshop 
roof lights incorporated in the shell 
Northlight and vertical construction 
are composed of Patent Glazing Bars 


i” 


glazed with ;" Wired Cast glass. 





For all facts about patent glazing 


write to the Information Bureau, Li, 
> — 7 
The Patent Glazing Conference, 


Burwood House, Caxton Street, 
London, S.W.1. 


ISSUED BY THE PATENT GLAZING CONFERENCE 
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SOUTHAMPTON CIVIC CENTRE 





METAL WINDOWS & ENTRANCE DOORS 
LIBRARY BOOKSTACKS & 
MOVABLE PARTITIONS 


LUXFER LIMITED 


WAXLOW ROAD HARLESDEN LONDON 
Telephone: ELGAR 7292 Telegrams: LUXFER, HARLE 
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County Council School Verandah at Worcester 


f light and fresh air in the contemporary 
thools is a necessity towards efficiency and health. 
yn recommendations for compact planning and 
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rip you. Information sheets sent on reque 


H. HEYWOOD . CO LTD., HUDDERSFIELD. Telephone 6594 (5 lines) 


Manchester jlass N astle Birmingham, Liverpool, Leicester Nottingham, Coventry) Bristol, Plymouth 


per O'Connell Street, Dublin 
ndh 3327a 

















THE STANDARD PATENT GLAZING CO. LTD 


WORKS DEWSBURY Phone: 1213-4 Me} isle). melas « Phone: HOUnslow 3079 
Branches at BIRMINGHAM and. BRISTOL 
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Erected from standard size plates. 
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Inside or outside flanges. 
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Universal brackets and stay rods 
ensure complete rigidity. 
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Standard jointing compound gives 
watertight joints. 
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Sound design gives easy erection and 
years of trouble-free service. 
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A Mather and Platt tank of 80,000 gallons 
capacity erected at an R.A.F. station. 


Cast fron 


STORAGE 
TANKS 


MATHER & PLATT LIMITED 


PARK WORKS-MANCHESTER 10 «+ PARK HOUSE. GREAT SMITH ST, LONDON S.W.I. 
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All bodies and nuts of Kontit 

made of GUNMETAL 

Serrated end of the fitting body 
increased strength to the joint 

All fittings are of full bore, leaving 

Ball and socket effect allow 
between tube and fitting befor 

that the joint is stronger than the tub 


NDERGROUND FITTINGS 


KAY & COMPANY (ENGINEERS) LTD., BOLTON BRASS WORKS, BOLTON 
Tel: Bolton 197 sra K« ‘ B 
LONDON OFFICE: 36 Victoria St., $.W.1 ABBEY 2144 
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Esavian Limited, Esavian Works, Stevenage, Herts. Tel: Stevenage 500. pl Wellington St., Glasgow, C.2. Tel: CEN 2369 
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For joints in hydraulic structures, Consultants 
specify Flexcell, Expandite Rubber Waterstops 
. and flexible sealing compounds. 
a Its highly cellular structure enables Flexcell 
There je on ly one to compress without extruding, and it recovers 
rapidly to fill the joint. It comes to the site 


pre-cut for use and is easy to handle. Flexcell 


is the first choice of Consulting Engineers and 
Architects on account of its low cost and 
durability under the most extreme 


EXPANSION JOINT FILLER conditions of service. 


* Manufactured Specially by Celotex Ltd. 


* Write for technical information to the Sole Concessionaires in the United Kingdom i XPA NDI ] E 


LIMITED 








LONDON , TELEPHONE ELGAR 4321 (10 Lines) 
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STANLEY 


U500 DUMPY LEVEL 





The ‘‘Stanley’’ range contains everything for 
Surveyor and Draughtsman 


LITERATURE (A.B.N.54 





eel 


W. F. STANLEY & CO., LIMITED 
NEW ELTHAM, LONDON, S.E.9 


Phone: Eltham 3836 





79-80 High Hclborr 


13 Railway Approact 
London Bridge, Lond 























Flush door sandblasted 
in Standard Presdwood 





Registered y Trade Mark 


MADE IN SWEDEN 





Masonite Presdwood is ideal for all 
of interior work, being a perfect 
every type of finish including 
with intricate designs 


Masonite Presdwood was one 
is still the foremost sheet hardboard 
established and has been used and 
years. 


Obtainable from all leading T 


or 


PR ae REET ee TT 


MASONITE LIMITED 
BEVIS MARKS HOUSE, BEVIS MARKS, LONDON, E.C.3 
Telephone : Avenue 2846 Telegran Etinosam, Fe 
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TLAS STONE 


COMPANY LIMITED 


ARMOURED DUCTING 


Atlas Armoured Asbestos Cement Ducting 
(Patent No. 63515) is a new type of ducting 
providing all the well known advantages 
of asbestos cement, in addition to those 
of metal, so affording unlimited scope of 
application. Atlas Ducting is normally 
constructed of - thick asbestos cement 
sheeting suitably reinforced but thickness 
can be varied if desired. Units are metal 
flanged for jointing. Full details and 


leaflet on request. 


ASBESTOS CEMENT ROOFING 


Atlas Roofing sets, and maintains, a high 
standard of quality and durability com 
bined with economical cost Can be 
supplied in either corrugated sheet or in 


Atlas tile form. 


Atlas sheets will not warp, laminate or 
disintegrate, are easy to handle and re quire 
only a comparatively light upporting 


super-struc ture. 


Weight of 3” and 6 pitch of corrugated 
sheets is approximately 311 lbs. and Atlas- 


tile sheets 340 Ibs per square is laid, 


OTHER ATLAS PRODUCTS INCLUDE 
Hydraulically Pressed FOOTHOLD PAVING SLABS Hydraulically Pressed GRANITE CONCRETE KERBS 
Highest Quality BUILDING BLOCKS 
Pre-Stressed CONCRETE STRUCTURAL UNITS Pre-Stressed CONCRETE RAILWAY SLEEPERS (For Main or Secondary Lines) 


ATLAS STONE COMPANY LTD., Artillery House, Artillery Row, London, S.W.1! 
Telegrams: London Office, ‘‘Atiastonco Sowest Telephone: ABBey 3081-2-3-4 
Works at Meldreth, Greenhithe, Strood, Cambridge, Park Royal (London), Rye, Shorne and Wing 
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Manufactured and Erected 
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IMPERIAL WORKS - BALMORAL ROAD - WATFORD HEARTS. 


{IRCHITECT 
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Once again another important fencing pro 
ject is entrusted to Penfold —this time at 
Anglo-Iranian’s Kent Oil Refinery nearing 
completion on the Isle of Grain 

The 7ft. high Fencing, Reinforced Con 
crete Posts, Angle Iron Bent Heads and 
Fittings were all made at our Watford 
Factory and erected by teams of 
specialist erectors 


our 


FENCING AND ENGINEERING 


Telephone Watford 224 








SMART « BROW 


QO3-4rIoO-—-F AIMoOUMDBOCT TN 


Head Sales Office: 


8 Rose & Crown Yard, King Street, St. James's, London, $.W.| 
Telephone : Whitehall 8267/8. 


(ENGINEERS) 
LIMITED 








THE ARCHITECT and Building News, 13 May 1954 


“Ready-to-use,” higher efficiency, lower operating costs 


easier maintenance... 


for gas, oil or combined 
gas/oil firing 


Wherever steam or hot water are required, 

the * Powermaster * Automatic Boiler offers 
outstanding advantages. It can be * delivered to 
your door,’ complete with all the necessary equip- 
ment and controls, ready for immediate 
connection, It requires no special steel or brick 
base. It wives efficient space heating without 

* space eating.’ Above all, it automatically 
ensures higher operating efficiency, 

saves fuel and labour, is clean and 

smokeless. For full details and 
specifications of the * Powermaster,’ 

deve loped ona proved Americ an-type 
packaged automatic boiler and now 

built in this country by *‘G.W.B.’, 


write or telephone the address below 





SOME COST AND LABOUR-SAVING FEATURES 


Simplified installation—no special foun is required attention. Shutdown time greatly reduced. 

» costly steel or brick stack Saves man-hours—automatic controls reduce attendant’s 
Reduces fuel costs—high operat effici« d a speci: time to a minimum, 
ur atomising burner ten ira t therr Saves plant space—takes up far less space than required by 
efficiency, even when running at le in full ca ity ordinary boiler equipment of equal capacity, 
Full modulation—modulating itical si- Cleaner operation—no smoke, no dirt, no soot, no ash 
tions both the fuel valve and the a per according to removal. 
the demand on the boiler pecific f ! ) y Automatic safety—fully protected against all operational 
proportioned for efficient opera hazards by complete safety equipment. 
Easy maintenance—quick acce 
fire side cuts down cleanir 


king burners operate mort 


etl 


GWE) G.W.B. FURNACES LTD. 


r Divisie 


S St d C 321 8 i . DIBDALE WORKS, DUDLEY, WORCS - Te Dudley 4284 $ 
ee an . | . . . Proprietors. Gibbons Bros. Ltd Furr 


ond Wild -Barfieid Liectri« aces Ltd 
BIRMINGHAM 
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Electrolux 
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‘BUILT-IN? 




















2 aa ’ ALL NEW HOUSING (Private and Local Authority) 
KITCHEN MODERNISATIONS « CONVERSIONS 


Electrolux Kg in easy installation...with all these added advantages 


CF4 > No machinery — no moving parts > Permanent Silence. 
Fi to wear out. > Renowned for Reliability. 
+f > No vibration. > 5-Year-Guarantee on the 
> No interference with Radio or T.V. Silent Cooling Unit. 


Architects and Builders are invited to write for full particulars to Contracts Department: 
ELECTROLUX LTD .- 153/5 REGENT STREET - LONDON, W.1 - Tel: REGent 7252 (9 lines) + Works: Luton, Beds. 








MECHANICAL AIDS TO PRODUCTIVITY 
SPEED UP CONTRACTS 


and reduce costs 





Mechanical equipment 

ingly in the building industry t 
reduce costs, and 

and builder’s best 

It is the only British journal d 
data, ideas, and sugg 

handling The new met 
MECHANICAL HANDLING ma 
contract, as th 

ing results 

Keep yoursell I 

post the coupon to-dz 


MECHANICAL HA 





Ss a 


> me iy f ¥ Bs NG iw KJ 
| MECHANICAL HANDLING 
| DORSET HOUSE ~- STAMFORD STREET LONDON E. 
A continuous automatic concrete mixer, just one | ‘ ' 
Please enter my name as a subscriber for the next 12 issues. I er 
example recently illustrated in MECHANICAL HANDLING. | remittance value £1 i5s. (U.S.A. $5.50. Canada $5.00 
| 


Remittances from overseas should be made by money order or bank draft 
in sterling on London out of a registered account 


The mixer is completely closed, and has built-in 
agitator, automatic cement dosing device and regulated 
water-feeding equipment. 

Name 


Address 


POST THIS FORM TODAY 
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paTENT APPLIED For NO 1579052 
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Write for illustrated brochure. 











The latest advance 
in dry construction technique 


THE B 
RITISH PLASTER BOARD LIMITED 


SOUTHERN 
? MORRIS a 
-5 JERMYN § , N¢ 
MYN STREET. UGSEBON, SW. WONT iveey SALES OFFICE 
ephone: Whitehall 9821 eae ‘c ROAT 
ALLASEY. CHES ~ 
Te _ = | b4 RE 
ephone Birkent 
ead 44 
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Are you 


sharing 7 
this secret? 


TH bE D W. RAN G E of domestic switchgear 


includes switch fuses, splitter units and composite units. 
The G.E.C, bulletin X2415 covers composite units and if 
you haven’t seen a copy it is well worth sending for. If you 
would also like the previous switchgear bulletins please ask 


for publications X2286, X2333, X2378. 


YOU CAN HAVE EITHER type of fuse, 
semi-enclosed (rewirable) or cartridge fuse 
link (H.R.C.), is readily available for each unit 
in the D.W. range and is interchangeable for 
the same rating. 


THE GENERAL ELECTRIC CO. LTD., MAGNET HOUS 
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Q D A—spans up to 9 9” 


Q D B—spans up to 12’ 6” 


Q D S—spans up to I!’ 0” 





Sales 
Offices 


5 wliond 


NOW AVAILABLE 


Robertson Q-Deck for roofs is now 
manufactured in three sections. 
‘Top Speed’ fixed, insulated and 
weatherproofed by the 

Robertson Methods, Q-Deck meets 
the demand for a speedily 

erected lightweight roof construction. 
Ribbed or flat underside, available 
in metal coated or bitumen 
impregnated asbestos felt finishes. 
Full technical information sent 

on request for Leaflet QDI. 


ROBERTSON 


ROBERTSON THAIN LL? 


LONDON « GLASGOW ~ BELFAST * 
NEWCASTLE + LIVERPOOL - 
CARDIFF * EXMOUTH 


Agents in most countries throughout the World, 


BIRMINGHAM 
SHEFFIELD « MANCHESTER 
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FUMLOCK SAVES MONEY” eaeetl 


OMTS Ss 


The figures shown indicate the savings effected by the use of 
Vinlock ‘G’ Type Gutter Blocks, as opposed to Traditional 
gutters, on | pair of hipped end houses, 40’ x 25’ Pitch 40’. 
A full analysis of omissions of labour and materials can be 
supplied on request. 


Additional saving can be effected by :— 

@ Reducing number of outlets. 

@ Reduction of drainage. 

@ Lintols cast in rear of gutter blocks in situ. 


Fully descriptive literature 1s 
available on application to Head 
Office and the nation-wide 





Finlock service is at your dis- 
posal to ensure speedy and 
accurate deliveries and free 
expert assistance on Site. 








if 


FINLOC GUTTERS LIMITED 
Head Office: FINLOCK HOUSE, 25 FRANT ROAD, .- 
TUNBRIDGE WELLS, KENT. Tunbridge Wells3396-9 


8 works for speedy deliveries to any part of Gt. Britain - Crewkerne, Somerset * Leeds, Yorks! re * Ed 
Cwmbran, South Wales * Royston, Herts * Tunbridge Wells, Kent ° Belfast, Northerr 
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Published by ILIFFE & SONS 
Telephone : WATERLOO 3333 (60 lines) 


Branch Offices : Coventry 
Manchester : 260 Deansgate. Tel 
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inland and overseas, is £2 15s. 
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1 ge in 1869, and the ‘Building News,"’ 


Od. post paid: U.S.A. and Canada $9.00 


LTOD., DORSET HOUSE, STAMFORD STREET, LONDON, S.E.1 
Telegrams : 


* ARCHITONIA, SEDIST, LONDON 


8-10 Corporation Street ; Birmingham : King Edward House, New Street ; 
Blackfriars 4412 (3 lines), Deansgate 3595 (2 lines) ; 


Glasgow : 268 Renfield Street. 





HOUSING 


HE tripartite guarantee scheme which has 

: resulted from the discussions which Mr. 

Macmillan has had with the 

Local Authorities and the Building Societies has had 
a good press. 

It will enable people who earn from between £11 
and £14 a week to own their own houses on a down 
payment of from 10 per cent to 5 per cent of the cost 
of the house plus the usual legal dues. 

Any risks arising from these concessions will be 
borne equally by the Treasury (the taxpayer); the 
local authorities (the ratepayer) and the Building 
Societies (the principal money-lender). It is antici- 


pated that the scheme will benefit a large number of 


young married people, and will also offer the house- 
building industry a long and busy programme, while 


the local authorities will have their waiting-lists 
shortened and can to that extent concentrate on slum 
clearance. Three model schemes were given by the 
Minister as examples of loans under the tripartite 
guarantee. 

1. Where the cost or valuation (whichever is the 
less) of the house is £1,800 : 

Scheme A. Advance (90 per cent)—£1,620. 
Cash to be found by the purchaser— £180. Weekly 
outgoing including rates and insurance (about) 
£2 12s. 

Scheme B. Advance (95 per cent)—£1,710. 
Cash down payment—£90. Weekly outgoing 
(about) £2 14s 4d. 

2. Where the cost of the house is 
comparable figures are respectively : 

Scheme A. £1,800 and £200 down. 
outgoings about £2 17s 8d. 

Scheme B. £1,900 with £100 down and weekly 
outgoings about £3 Os 3d. 

3. Where the cost or value of the house is £2,500. 
There is only a Scheme A, by which the advance is 
90 per cent, which would be £2,250, the purchaser 
would have to find £250 and his probable weekly 
outgoings would be £3 12s 5d. 

(In the light of these figures it is of interest to 
note that one of the largest firms of house-builders 
has put up a great number of 3-bedroom houses at 


£2,000, the 


Weekly 


Associations of 


ot Ve ie oS 


prices of between £1,615 and £1,950 inclusive of 
road and legal charges.) 

Under existing powers a local authority, subject to 
approval by the Ministry, and being satisfied with the 
credit of the applicant, may increase out of its own 
funds the usual 70 per cent advance on a house 
offered by a Building Society to 90 per cent of the 
value for property up to £5,000. 

Under the new scheme, no Ministry approval is 
required up to £2,500, that being considered the 
comparable figure to a council house. 

The annual subsidy on new council houses is 
about £42m rising by £6m p.a. and this figure 
together with cost to ratepayers is estimated to total 
about £100m p.a. Great saving should then be 
achieved by the new arrangement, which enables 
the building societies to carry out their functions at 
a risk they consider reasonable. Of nearly 4 million 
owner-occupied houses in this country, at least 
two-thirds have been bought through Building 
Societies. 

In 1953 the Societies made advances to 1,753,000 
borrowers, a total of £298 m on mortgages, 91.8 per 
cent of which were for sums not exceeding £2,000. 
The total assets of the building societies are given as 
£1,642m, representing the investment of 2,616,000 
individuals. Of this figure, £1,396m is outstanding on 
mortgages. Under the new arrangement, which is 
not really new, the house properties qualifying for the 
loans must satisfy the societies’ building inspectors 
in the normal way, and there appear to be no new 
loopholes for shoddy work. 

So far, so good. At the Annual Conference of the 
Association of Building Societies, Mr. Macmillan 
appealed for an improved quality of design for new 
houses—they should be a pleasure to look at as well 
as a convenience to live in—a good slogan. The 
Minister referred to the good work that local 
authorities had done through architects since the 
war, it should not be said that what is done in- 
dividually falls below the standard of what is done 
collectively, he said. Without trained designers 
coming into the picture, this is just what it will do. 
Why not make it a quadrupartite guarantee ? 
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EVENTS AND COMMENTS 
MR. ASLIN FOR PRESIDENT 

As forecast on this page on April 2! 
C.B.E., is to be the next P.R.I.B.A 
will be warmly welcomed among thos: 
in the progress of what, for want of a bett 
call modern architecture e school 
shire under his direction since the 
famous and have set a standard which 
passed anywhere so far No one will 
Aslin has done all the design work him 
way detracts from his importance a 
he has, after all, directed the labours of hi 
borne the responsibility for everything 
Glory for Mr. Aslin reflects on his a 
not forget, when we are considering glory, h 
employers—the Hertfordshire County Council 

In succeeding Mr. Howard Robertson as Preside: 
June 30, Mr. Aslin will have no easy task, for Mr. R 
son was born to be President. Mr. Aslit a larg 
with a powerful presence and an eng 
physical attributes, added to his wide ex 
in Hertfordshire, should be a great 
coming task. 


The new President of the R./.B.A., Mr 
County Architect for Hertfor 


Model of a proposed scheme for rebuilding the Colonial Hospital, Gibraltar. In the foreg 
Memorial children’s annexe, the foundation stone of which was laid by Her Majesty the Queer 
the hospital is going forward. Architects: Covell & Matthews 
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The new President of the A.A., Mr. Peter Shepheard, 
B.Arch., A.R.1.B.A., A.M.T.P.I., A.I.L.A. 


MR. CYRIL H. WALKER RETIRES 

Mr. Cyril H. Walker, C.B.E., M.C., F.R-L.B.A., director 
of housing and valuer to the L.C.C. since 1945, has retired. 
Mr. Walker actually reached the retiring age of 65 in 
December last year but the Council decided to retain his 
services for a further short period. In his time at the 
L.C.C. Mr. Walker has dealt with a prodigious amount of 
housing construction. His total programme included 
about 73,000 new dwellings, of which some 60,000 have 
been completed. Quite apart from this, Mr. Walker was 
responsible as the Council’s estate agent for the manage- 
ment of over 170,000 dwellings and about 10,000 other 
properties of various kinds. In addition to this work, Mr. 
Walker initiated a scheme for modernizing some of the 
Council’s earlier dwellings and his other responsibilities 
included in 1953 buying property for the Council to the 
value of £5m. As I reported some time ago, the Council 
agreed to award Mr. Walker an increased pension on his 
retirement in view of the distinguished service he has 
rendered. 


ON THE SOUTH BANK 

The National Film Theatre, one of the few remaining 
buildings of the South Bank Exhibition, is not improved 
by the vast television mast planted on its roof. Perhaps it 
has always been there, but as the building stands all alone 
now the mast is more obvious. I had not been in the 
building since it was finished. Wells Coates certainly 
made a very good job of it. Elsewhere on the site the 
tidying up goes on and although there are large areas of 
tarmac which must remain until the site is finally 
developed, there are also pleasant corners and splashes of 


colour. Looking towards Westminster from the rather 


559 


unlovely surroundings of the B.E.A. terminal, I could 
hardly believe my eyes when I saw that my favourite South 
Bank gadget, Richard Huws’ mechanical splish-splosh, or 
whatever it is called, was working. Oh! the nostalgia as 
I waited for the big one to tip! The machine, having lain 
idle for so long, has been repaired and appears to have 
some new parts. When I saw it, it was not working really 
properly in that there was no trickle of water from the 
summit. Lovers of this delightful and ingenious machine 
will join me in thanking the L.C.C. for making it work 
again. 

THE SMOKE SHELF IN OR OUT? 

My remarks a few weeks ago about the Coal Utilization 
Council and the smoke shelf in fireplace construction have 
brought a sharp reply from the London Fire Brigade, 
which denies that it has ever attributed the bulk of 
chimney fires to the smoke shelf. My information on the 
C.U.C. and alleged L.F.B. ettitude to Count Rumford was 
obtained from an agent who visited the C.U.C.’s training 
school. So far the C.U.C. has said nothing. I hope that 
they will not be long in replying because, as I said before, 
a lot of houses are being completed every day, most of 
them, I expect, with smoke shelves to their fireplaces. 


SUMMER SCHOOL AT CANTERBURY 
The Canterbury Society is holding a residential Summer 
School from August 25 to September 1. The announce- 
ment does not make the object of this School quite clear, 
but lectures are to be given on the city generally, on its past, 
its architecture and its literary associations. Lecturers will 


Sir Edward Maufe, R.A., LL.D., F.R.I.B.A., Drypoint by 
Malcolm Osborne, C.B.E., R.A., exhibited in the R.A. 


Exhibition. (See also pages 565—569.) 





THE ARCHITECT 


/ 


“te, 


io 


ks ' hike al 


‘“ 
mA 


R.S.A. Primary School at Drumchapel. Architects : A. Graham Henderson, R.S.A. and J. L. Gleave, A.R.S.A 


include Richard Church, Bernard Rackham, Reginald The organizers hope to attract students from the ¢ 

Turnor and William Urry. The school will be held at tinent and point out that the school not intended 

St. Augustine’s College (partly Butterfield) and the specifically for architects. I do not know anything of 

inclusive fee will be £8 10s. Full information and applica- Canterbury Society but it seems to me to be a pity 

tion forms can be obtained from the Hon. Sec., the Can- the prospectus makes no mention of the reconstruction 

terbury Society, 42, Cherry Drive, Canterbury, Kent. the city after bombing. Any study of Canterbury 
past, and its architecture would be incomplete witho 
reference to the interesting and excellent ‘work that has beer 
done there during the last five years 


that 


NINETEENTH CENTURY {RCHIT EC 

Mr. John Brandon Jones gave the second lecture in con 
nection with the National Book League’s exhibition at th 
Building Centre last week. Mr. Brandon Jones, who is on 
of our leading authorities on nineteenth century architect 
and their work, illustrated his talk with what I can onh 


Ly 


describe as some delightful vintage slides. These included 
a number of Melsetter House, Orkney by Lethaby. On 
of them showed the original client sitting by | tl 
dining-room fire. Other slides showed Norman Shaw 
living room as it was in his day. After the lecture Mr 
Brandon Jones told me that he had many ot! 
of Melsetter House taken during the war 
not popular at Scapa at that time and | 
came about. It appears that the Admiral 
and received as a guest Mr. Douglas Fairban 

The trowel and mallet designed by the Architects, Covell was at that time a naval liaison officer 

& Matthews, which the Queen used for laying the founda- | 8taphers were allowed and took 

tion stone of the new children’s annexe to the Colonial § Fairbanks—and the admiral 1 insid 

Hospital, Gibraltar. (See page 558). house. As Melsetter was then furn 
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when built the pictures provide a valuable record 

Recently Mr. Brandon Jones took a party of Swedes to 
see Norman Shaw’s own house in Hampstead. The build- 
ing is now used as a private hotel. They inspected the 
public rooms and were then invited by a maid to see “ Mr. 
Shaw’s room”; a little surprised they went upstairs. A 
door was flung open “and” said the maid, “there is Mr. 
Shaw.” Before the party had got over its surprise it found 
itself shaking hands with Mr. Norman Shaw’s son, who 
lives in the hotel. 

Mr. Brandon Jones is an architect who practises what 
he preaches; he preaches that there has been no decent 
architecture in this country since C. F. A. Voysey’s time, 


and he lives in a semi-detached house designed by Philip 


, 


Webb ABNER 


ARCHITECTURE AT THE ROYAL 
SCOTTISH ACADEMY) 


Oppo ATING the architecture roon the R.S.A, is 
he beautifully executed drawing f the Cathedral 
Church of St. Michael, Coventry, now too well known 
for us to illustrate, The sensitive application of contemporary 
design to the remains of the old building should be studied 
by those in whose hands the responsibility for architectural 
gifts to posterity is invested. We offer our best wishes to 
Basil Spence on the fulfilment of his creation for which a 
licence to build has now been granted 

rhe classification of exhibits this year should give a guide 
to work being carried out by Scots, if the exhibition is at 
all representative. This in descending order of number of 
exhibits shows Churches first followed by Schools, restora- 
tions, Domestic and housing, engineering, commercial, 
hospital, recreation and municipal work 

[he proposed new Cistercian Abbey at Nunraw, East 
Lothian, by Peter Whiston is the most ambitious work 
amongst the church group. A project of immense possi- 
bilities, it is illustrated by a plan and two perspectives. The 
perspectives we feel must represent only first thoughts on 
the design of the exterior and interior treatments, and lack 
the refinement that one would expect in a building of this 
character. No doubt this will develop in execution 

Amongst the schools, we have chosen to illustrate the 
Primary School at Drumchapel by A. Graham Henderson 
and J. L. Gleave. There are to be found among the other 
school buildings some which might well be representative of 
the period between the two wars and do not appear to reflect 
the advances in architecture consequent upon present-day 
teaching methods. 

The work of the National Trust and others whose care 
is the preservation of our old buildings is well shown in the 
restoration group. A model of an interesting scheme shows 
Mertoun House, Berwickshire, by Ian G. Lindsay, where the 
reraoval of two wings restores the house to the original 
design by Sir William Bruce in 1702 

The presentation of office buildings on restricted sites by 
means of perspectives without relevant information on the 
difficulties of site planning leaves the viewer in difficulty to 
assess the merits or demerits of th¢ 

he use of coloured photographs—whi we believe is 
made probably for the first time at the R.S.A.—gives added 
piquancy to the presentation of the Recreation Hall at Lin- 
burn, by Stuart R. Matthew 

A group of photographs (No. 39] wing hospitals in 
the South Eastern Region by John Holt es an indication 
of the advanced thought and desig: tal building 

Leslie G. MacDougall’s unmistakable st is evident in 
the domestic subjects Nos. 414 and 4] 

On the whole we found this exhibition 1 r disappointing. 


Recreation Hall at Linburn. 


Architect: 


Interior, Colinton. Mains Kirk, Edinburgh. 


Architect : 


f 
a 


Stuart R. Matthew. 


lan G. Lindsay, A.R.S.A, 


v 
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The new Reredos in St. Giles Cathedral, Edinburgh. 


Architect : 


Esme Gordon. 
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NEWS OF 
ae of R.1.B.A. 


mbers and Students in 
Salaried Employment 


The R.LB.A. Council at their 
meeting on May 4th, 1954, received 
from the statisticians an analysis of 
the replies to the questionnaire sent 
out to members and Students in the 
United Kingdom. After studying 
the figures the Council began a re- 
view of all aspects of the situation 
and consideration of what steps it 
might be appropriate to take. 

Of 18,065 questionnaire forms 
sent out, 9,378 replies (51.9 per cent) 
were passed for sorting. Of these, 
5,899 were prepared to join a new 
trade union organization if set up. 
This represents 62.9 per cent of those 
replying, and 32.6 per cent of the 

R.LB.A. membership. 

Among self-employed membership 
replies, 1,441 were opposed to a trade 
union, and 428 were in favour. Of 
those in salaried employment, 1,702 
were opposed to a trade union, and 
4,960 were in favour. 


A.G.M. of Essex, Cambridge 
and Hertfordshire Society 


The Annual General Meeting of the 
Essex, Cambridge and Hertfordshire 
Society of Architects was held on 
Friday, April 30, at the R.IB.A. 
There was an attendance of 76 officers 
and members at the meeting. 

The Honorary Secretary said in his 
report that the strength of the Society 
showed a slight increase in the past 
year, there being a membership of 
1,215. The Students’ Competition had 
been continued as in past years and 
had received an increased response 
from students. All the Chapters in the 
Society had maintained a high standard 
of activity and the Society, as a whole, 
had completed an _ energetic pro- 
gramme of work. 

The President, from the Chair, said 
that praise had been received from 
many quarters regarding the excellence 
of the Society’s Year Book, which gave 
much information regarding the work 
of the Society and a useful register of 
its membership. He also said that the 
Society had in the past year en- 
deavoured to further its contacts with 
the general public by means of im- 
proved liaison between the various 
Public Relations Officers of the 
Chapters and the R.I.B.A. 

The following officers of the Society 
were elected :— 

President, Mr. Harold Mileson, 
F.R.LB.A. Hon. Secretary, Mr. R. 
Owen Vine, A.R.LB.A. Hon. 
Treasurer, Mr. D. Francis Lumley, 
A.R.LB.A. Hon. Registrar, Mr. C, S. 
{eaves A.R.L.B.A. Hon. Auditor, Mr. 

K. M. Carver, D.F.C., A.R.1.B.A. 


THE 
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Representative at A.B.S., Mr. R. A. 
Cornell, L.R.LB.A. Representative on 
Allied Societies’ Conference, The 
President. Vice-Presidents, Chairmen 
of the six Chapters. 

Chapter Officers for 
1954/55 are as follows :— 

West Essex: Chairman, S. J. Clapp; 
Secretary, J. L. Barnard; Hon. 
Treasurer, R. W. Lightfoot. Cam- 
bridge: Chairman, W. K. Ferguson; 
Secretary, D. A. G. McLeod; Hon. 
Treasurer, G. Lindsay. Hertfordshire: 
Chairman, L. Caldwell; Hon. 
Secretaries, G. A. J, Mathers & G. W 
Dale; Hon. Treasurer, G. W. Dixon. 
Southend: Chairman, R. F. S. Fenton; 
Hon. Secretary, G. G. Shenstone; Hon. 
Treasurer, A. G. Ayshford. Chelms- 
ford: Chairman, S. E. Bragg; Hon. 
Secretary, N. P._ Astins; Hon. 
Treasurer, A. R. Dannatt. Colchester: 
Chairman, H. W. Pearce; Hon. Secre- 
tary, W. F. Hurry; Hon. Treasurer, 
J. W. Ellmers. 

After an interval during which tea 
was served, a talk was given to the 
Society by Mr. Alan Reed, B.A.(Arch.), 
A.R.I.B.A. of the Society for the Pre- 
servation of Ancient Buildings, entitled 
“The Importance and Methods of Pre- 
serving Ancient Buildings.” This talk 
was illustrated by lantern slides and was 
of tremendous interest. 


the Session 


L.M.B.A. 


Marshal of the Royal Air Force 
Baron Tedder of Glenguin, G.C.B., 
Chancellor of the University of Cam- 
bridge, is to present the L.M.B.A. 
Medals for 1954. The ceremony takes 
place on Friday, October 29 at 3 p.m. 
in Drapers’ Hail (by kind permission of 
the Master and Court of Assistants of 
the Worshipful Company of Drapers), 
and the Lord Mayor is, as usual, to 
preside. 

Last year the Bishop 
presented the Medals, 
awarded annually to indentured 
apprentices and students gaining the 
highest marks in building subjects in 
the City and Guilds of London Insti- 
tute’s examinations, and in 1952, when 
the scheme was inaugurated, H.R.H. 
The Duke of Edinburgh made the pre- 
sentations. 


of London 
which are 


gG Film’ Show at Lewisham 


Central Area No. 4 of the L.M.B.A., 
of which Mr. L. H. Mildwater is chair- 
man, is holding a film show for the 
benefit of its members in Chiesman’s 
Restaurant, Lewisham, on May 17, at 
7 p.m., of technical films on the 
Ministry of Works list and of the 
Stockton Test. 

Mr. E. G. Dean, the L.M.B.A. Tech- 
nical Information Officer, is attending 
and will explain the films, and students 
from the South-East London Tech- 
nical College and the Woolwich Poly- 
technic have been invited. 


13 May 1954 


APPOINTMENTS 


Mr. J. W. Patterson, A.R.I.B.A., of 
Esher, Surrey, has been appointed to 
the position of Assistant Architect, 
fSrade X (£920-£1,050), on the staff of 
Mr Reginald Steele, F.R.1.B.A., 
County Architect,:‘West Sussex County 
Council. 

Derbyshire County 
appointed Mr. E. J. Stuart, A.R.I.B.A., 
Dip.Arch.(Leeds), of Newport, Mon, 
A.P.T. Grade VI) and Mr. W. H 
Simpson, A.R.I.B.A., Dip.Arch.(A.P.1 
Grade V), of Downham, Nr. Bil 
lericay, Essex, staff of Mr. | 
Hamer Crossley, F.R.I.B.A., Dip.Arch 
(L’pool), County Architect 

Mr. A. E. Thomas, A.R.I.B.A,, of 
Button, Preston, has been appointed 
Principal Assistant Architect to the 
Cardiganshire County Council, A.P.1 
VIII—£760 to £835 


Council have 


to the 


ANNOUNCEMENT 


Barrie Meekins, A.R.I.C.S., A.1.A.S.., 
A.LArb., Chartered Quantity Surveyor, 
has commenced in private practice, and 
has temporary offices with F. J 
Meekins & Partners, Quantity Sur 
veyors, at 20, Balcombe Street, Dorset 
Square, St. Marylebone, London 


‘gl CHANGE OF ADDRESS 


The new address of the Institution 
of Production Engineers is 10, 
Chesterfield Street, London, W.1. Tel 
Grosvenor 5254/9 

Mr. Walter Rosser, 
moved his office from 20, Derngate, 
Northampton, to 15, Wood Street, 
Northampton. The telephone number 
remains 4906 

Messrs. Lay & Partners, Quantity 
Surveyors, have changed their London 
address from 8, Clarges St., W.1, to 71, 
Wimpole St., W.1 (tel.: Hunter 0591 
The Manchester office will continue at 
41, South King St., Manchester 2 (tel 
Blackfriars 7210) 

Messrs. Cruickshank and Seward, 
Chartered Architects and Surveyors 
have moved their offices from 16, Prin- 
cess Street, Manchester, 1, to Royal 
London House, 196, Deansgate, Man- 
chester, 3. Tel. Deansgate 6161 


COMING EVENTS 


The Ecclesiological Society 

May 17th at 6.30 p.m 
“The Abbey of Jumieges and High 
cliffe Castle,” by E. A. Remnant, T.D., 
F.R.1.B.A., F.R.LC.S., at the Hall of 
the College of Preceptors, 2, Bloom 
bury Square, W.C.1 
Royal Institute of British Architects 

May 18th “ Architectural 
Journalism,” by Ian McCallum 
A.A.Dipl., A.R.I.B.A., and Ian Lesli 
O.B.E., Hon.A.R.I.B.A., at 66, Portland 
Place, W.1 
Royal Society of Arts 

May 19 at 
Lecture, “The 
Schools,” by ( H 
F.R.I.B.A., County 
fordshire County Ci 
Adam Street, Adelpl 


F.R.1.B.A., has 


Lecture on 


at © p.m 


Alfred Bosson 
Design of New 

Aslin, C.B.E 
Architect, Hert 
uncil At John 
i, W.C.2 


2.30 p.m 
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CORRESPONDENCE 





R.I.B.A. Elections 
To the Eduor of A. & B.N. 


Sir,—Bearing in mind that these 
elections are shortly to take place, it 
would be opportune to ascertain in ad- 
vance the views of some of the candi- 
dates on matters which are likely to 
come up for the early consideration of 
the .new President, his Council and 
Committees. 

A subject which I feel may well fall 
within this category is that of the em- 
ployment by Local Authorities of 
architects in private practice as against 
the temporary inflation of their staffs. 

To this end, I would ask the County 
Architects of Middlesex, Essex, Surrey 
and Hertfordshire to tell your readers 
exactly what their reactions were to 
this proposal when it was placed before 
them some time ago. Also, as to 
whether they have changed their 
opinions since. 

Perhaps, Mr. Editor, someone will 
also enlighten your readers as to which 
Vice-President it was who stated most 
emphatically “Only over my dead 
body” to the suggestion, also the name 
of the other Official Architect who 
described it as “ Selling the pass.” Also 
another Vice-President, who, in a 
speech at the A.A., said that “. . . the 
employment of private architects must 
be regarded only as a passing phase.” 

Such information, I feel sure, Mr. 
Editor, should prove most enlightening 
to the voters when they are considering 
filling in their ballot papers. 

I am, etc., 
SIDNEY LOWETH. 


Lake Shore Drive 
To the Editor of A. & B.N. 


Sir,—The letter in your issue of 
April 29, written by Mr. G. H 
Bosworth, on the subject of the Lake 
Shore Drive building by Mies Van De 
Rohe must be of vital interest to any 
architect who professes to be a 
designer, because Mr. Bosworth 
obviously thinks that “Mr. Mies” is 
talking nonsense when he says “ Archi- 
tecture has nothing to do with the 
invention of form,” and, what is more, 
ninety-nine per cent of the profession 
think the same. 

Before Mr. Bosworth made his 
criticism he should have understood 
what “Mr. Mies” was talking about, 
and then such confusion of mind would 
not have occurred. Mr. Mies was 
talking about architecture as a creative 
‘art, and, talking on that plane, he is 
one hundred per cent right, just as 
Tolstoy was when he said “In order to 
define art correctly, it is first necessary 
to cease to consider it as a means of 
pleasure and consider it as one of the 
conditions of human life. Viewing it 
in this way, we cannot fail to observe 
that art is one of the means of inter- 
course between man and man.” 

The first lesson to be learnt in archi- 
tectural design is the truth that the 


mind can comprehend and assimilate 
only that which presents itself mentally. 
The objective must be translated into 
the subjective before it can become 
food for the spiritual part of man. 
I'ruth is never objective, and the senses 
are concerned only with the objective. 
As Frank Lloyd says “Spirit exists 
within the thing itself as part of its very 
life.” . 

I am quite sure if architects would 
take a little trouble to understand what 
is being told them, we would not have 
any of our present troubles with 
education and the lack of any sort of 
vital design in our new buildings. 
Above all the voice of the architectural 
critic and “expert” discussing “ signi- 
ficant form” and the “modern move- 
ment” would cease. What a pleasure 
that would be. 

I am, etc., 
A. C. Cotton. 


Double Jobs 
To the Editor of A. & B.N. 


Sir,—I notice that Luton Corpora- 
tion is advertising the appointment of 
a senior assistant quantity surveyor 
who is evidently expected to “ double” 
on the work of another profession, for 
it is stated that “ A knowledge of valua- 
tion and estate work (is) an advantage.” 

Is this to be the thin end of the 
wedge in the grossly underpaid local 
government service whereby other pro- 
fessions will be expected to stand-in 
and understudy another man’s work, 
e.g., architects as municipal treasurers 
and accountants? 

Quantity surveying is a distinct pro- 
fession and its undue association with 
the landed interest is to be deprecated. 
I am sure that building employers and 
architects would hesitate to entrust 
their quantity surveying commissions 
to estate agents. 

One would have thought that 
because an expanding municipal 
borough like Luton aspires to County 
status and one-tier administration it 
could afford the services of either a 
chartered valuation surveyor or ehar- 
tered auctioneer and estate agent or in- 
corporated landed property agent. 

I am, etc., 
C. R. VINYCOMB. 


Exhibition at Building Centre 


By the courtesy of Mr. Yerbury, 
an exhibition of abstract art is to 
be held at the Building Centre from 
the 19th of this month to June 
9. The exhibition is to be opened 
by Mr. Ove Arup at 3 p.m. on the 19th. 
The exhibitors are concerned to show 
how artists can work with materials 
produced by modern industrial pro- 
esses, and that work produced in this 
way is in sympathy with contemporary 
architecture and machine technology. 
The exhibition has been arranged by 
Robert Adams, Kenneth Martin and 
Victor Pasmore. John Weeks, 
A.R.LB.A., is associated with them as 
architect 


563 


Competition for Sculpture 


The General Council of the Trades 
Union Congress announce a competi- 
tion for two separate pieces or groups 
of sculpture for which provision has 
been made in the architectural concep- 
tion of the Memorial Building, now 
under construction in Great Russell 
Street, London, W.C.1. 

The assessors in the competition will 
be two representatives of the General 
Council, the architect, Mr. David du R. 
Aberdeen, F.R.I.B.A., and one or two 
independent persons who will be 
named later. 

Two awards of £1,000 will go to the 
authors of the designs placed first in 
the competition for each group. There 
will be further awards of £500 and 
£250 for each of the designs placed 
second and third in the two sections. 
Additional prizes of £50 each will be 
awarded for designs in each section 
commended by the assessors. 


It is the intention to commission the 
execution of the first prizewinning 
design for each group, the execution fee 
in each case being £2,000. 

The competition is open to sculptors 
of British nationality or sculptors resi- 
dent in Great Britain. 

The two pieces of sculpture are an 
integral part of the memorial aspect of 
the new building. One piece, which is 
to commemorate the trade unionists 
who lost their lives in the two world 
wars, will be placed in the courtyard 
at the foot of the Memorial Wall. The 
other, which will mark the main en- 
trance in Great Russell Street, is to 
epitomise the Trade Union Movement 
as a whole. 

Conditions and instructions may be 
obtained on application to Sir Vincent 
Tewson, C.B.E., M.C., General Secre- 
tary, Trades Union Congress, Smith 
Square, London, S.W.1. A deposit of 
£1 is required from each applicant, 
which will be returned on receipt of a 
bona fide design. 

The designs, all of which will be 
anonymous until after the time of 
assessing, must be sent to the General 
Secretary, Trades Union Congress, not 
later than 12 noon on October 1, 1954. 

It is hoped that the first piece of 
sculpture will be ready for installation 
during the Autumn, 1955, and the 
second piece by the Spring, 1956. 


R.1.B.A. Cricket Club 


The R.I.B.A, Cricket Club is playing 
the following matches this season: 
Fune 3, v. The L.M.B.A. on the Pearl 
Assurance Ground, New Malden; June 
16, v. The A.A. at Elstree; July 13, v. 
Blue Circle C.C, on Wimbledon C.C. 
Ground, Church Rd., Wimbledon; 
August 18, v. R.LC.S. on College of 
Estate Management Ground, Hinckley 
Wood; September 1, v. Club Cricket 
Conference XI on Wimbledon CC. 
Ground. The Hon. Secretary is Mr. 
B. S. Smyth, A.R.I.B.A., “ Staunton,” 
The Drive, Chorley Wood, Herts. 





IN 


House Purchase Deposits 

Mr. Macmillan, Minister of Housing 
and Local Government, announced a 
new plan to facilitate house ownership 
by those who had not the necessary 
capital to make a large deposit, but had 
adequate income to repay the loan. He 
stated that, after consultation with the 
associations of local authorities and the 
Building Societies’ Association, he was 
urging county councils and local hous- 
ing authorities to make full use of their 
powers under the Small Dwellings 
Acquisition Acts and sections 4 and 5 
of the Housing Act, 1949. In particu- 
lar, he was recommending each of these 
authorities to operate two complemen- 
tary schemes of guarantee which had 
been worked out with the Building 
Societies’ Association. Under these 
schemes the authority and the Ministry 
would share, as equal partners with the 
building society, the extra risk involved 
in the building society making a bigger 
advance than it could make without a 
guarantee, The first scheme contem- 
plated a building society advance of 90 
per cent on any dwelling valued up to 
£2,500; the second, a building society 
advance of 95 per cent on any post- 
1918 dwelling valued up to £2,000. 
Full particulars were given in a circular 
which was being sent to authorities. 
The circular also urged all the authori- 
ties to make full use of their powers to 
make advances themselves for house 
purchase and other purposes. He ex- 
pressed the hope that all M.P.s would 
do their utmost to help him persuade 
local authorities to make all these facili- 
ties freely available and so encourage 
this excellent form of personal saving. 

Mr. Fernyhough said that high in- 
terest rates were the greatest drawback 
to house ownership, 2nd suggested that 
he might ask the Chancellor of the Ex- 
chequer to reduce the Bank rate, so that 
the building societies could follow suit. 
Mr. Macmillan said he thought the 
rather large deposit presented the main 
difficulty. Mr. Wade asked if the new 
scheme would apply solely to building 
societies, or also to banks and other 
institutions making loans to prospective 
purchasers. To this Mr. Macmillan 
replied that in the first instance he 
thought the best scheme was to get the 
local authority and building society 
associations together. If they were all 
agreed they could begin to work with 
all people who were prepared to operate 
along the same lines. (May 4.) 


Man-hours Per House 

Mr. Macmillan informed Mr. Mac- 
Coll that it was estimated that 2,400 
man-hours were required in 1953 to 
build an average 1947 traditional three- 
bedroom house. (May 4.) 


Scottish Standards 


The Secretary of State for Scotland 
informed Mr. Hamilton that he had re- 
ceived representations from nine local 
authorities about the contents of Cir- 
cular 14/1954, dealing with Space 
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standards in local authority houses. 
The authorities had been told that, 
while the new standards were not man- 
datory, they could result in important 
economies without loss of amenity, 
and that he was anxious that loca! 
authorities should give them a fair trial! 
They effected a saving in materials and 
labour, and the houses cost £100 to 
£150 less to build. To those who were 
doubtful he pointed out that he had 
opened a few days before a new block 
at Sighthill, near Edinburgh, and he 
asked the doubters to view these be- 
fore they made up their minds. Mr 
Ross, referring particularly to a letter 
sent by the Galston Town Council on 
this subject, said that the local authori- 
ties knew what was required in hous- 
ing, and they viewed with dismay this 
lowering of standards at a time when 
the Secretary of State was permitting 
higher standards in private house 
building. Mr. Stuart repeated that the 
circular was not mandatory, and re 
newed his invitation to M.P.s and local 
authorities to view these houses. He 
had visited them, and found it difficult 
to understand the cause for this dis- 
quiet. (May 4.) 


Repairs and Rents in the 


Lords 


Several comments on the evidence 
given by the Royal Institute of 
Chartered Surveyors on the amount of 
rent increase that should be permitted 
for repairs were made in the House 
of Lords on May 4 when the Housing 
Repairs and Rents Bill was discussed 
on second reading. The Lord 
Chancellor, who was in charge of the 
Bill, said the question of what the in- 
crease should be was incapable of 
precise definition, for houses and 
circumstances differed. They had to 
provide some _ rough-and-ready 
measure that would apply to all. A 
fair guide was available in the cogent 
evidence of the R.I.C.S. that in 1939 
the statutory deduction—the difference 
between the gross and rateable value 
of a house—fairly represented the 
annual cost of repair. In 1953 the 
Birdwood Committee reported that 
what in 1939 cost £100 would in April, 
1953, have cost £316. That meant the 
cost of repairs had gone up about three 
times. The measure of permissible 
rent increase proposed in the Bill was 
an increase amounting to twice the 
statutory deduction—rough and ready, 
perhaps, but providing a fair and 
equitable measure of increase. To this 
had been added what had been con- 
veniently called the “stopper” pro- 
vision, that there was to be no such 
increase of rent as would make the 
new rent more than twice the gross 
value. The reason for that was that 
many houses were let in the 1920s and 
1930s at a rent something like twice 
the gross value, or at such a figure 
that, if twice the statutory deduction 
were added, it would be more than 
twice the gross value. It was con- 
sidered fair that where the landlord 
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and 110 n 
make the 
ontroversy during 
passage of the Bill. On the 
question of slum clearance, he 
that there was a substantial pox 
of local authority there wer 
probably getting on for thre« 
local authority and new town hous¢ 
available for letting, and local authori 
ties were building between 200,000 and 
250,000 a year. Out of this pool some 
thing like half a million became re 
available for letting every year Phi 
led him to the conclusion that the right 
way would be to make a determined 
attack on the slum problem by demoli 
tion and not by patching, and to use 
the increasing pool of houses for r 
housing the people displaced He 
thought that in this way the slums 
could practically be got rid of in five 
years In any event it would take 
almost as long to do the patching as 
to get on with new dwellings and 
demolition. The time was coming 
when the private landlord would be 
unable to continue the task of provid 
ing dwellings to rent; ownership of 
houses to let was already unprofitable 
The dilemma of providing houses at 
rents the workers could afford to pay 
had been solved by the provision of 
large subsidies, “intolerable” sub 
sidies, and it would not be possible to 
continue this process indefinitely. Only 
by public ownership could the dilemma 
be really solved 


now 
h« uses, 
million 


Viscount Gage, speaking as presi 
dent of the National Federation of 
Housing Associations, welcomed the 
apparent intention of the Minister t 
turn to them for assistance. During 
the past 15 years they had been great], 
frustrated by the Rent Acts 
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i Proposed new premises for the Royal College of Obstetricians and Gynecologists, 
Regents Park, N.W.1!. Architect Louis de Soissons and Partners. 
Draughtsmar lohn Stammers. 


Plymouth Head Post Office. Architect : Christopher 
Draughtsmar W. R. Haden. 


Proposed new buildings for the North Bedfordshire College of Further Education. 
Architect : Stanley V. Goodman Draughtsman : John H, Bramwell, 
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APPRENTICESHIP 
IN THE BUILDING 
INDUSTRY 


{ Review of the Current Position 
by HARVEY G. FROST, O.B.E., 
Ay Bs Chairman, National 
Joint ipprenticeship Board 


Registration Committee 


HE National Joint Apprenticeship 
Scheme for the Building Industry 
was formulated in 1945 and has been 
used as a model by several other indus- 
tries, and in other countries. In the 
initial difficult stages the important task 
of registration and the issue of com- 
pletion certificates was carried out by 
the Building Apprenticeship and 
Training Council of the Ministry of 
Works. 

On January 1, 1953, these responsi- 
bilities were handed over to the indus- 
try. Figures for the first full year 
since the transfer took place are now 
available, and this would therefore 
seem to be an appropriate time at which 
to take stock of the recruitment posi- 
tion. 

For various reasons it is difficult, and 
might be misleading, to attempt to 
compare the recruitment figures for 
1953 in detail with the statistics pre- 
viously issued by the B.A.T.C. Suffice 
it to say that recruitment in most trades 
still appears to be less than it should be 
and is particularly low in the trowel 
trades. Moreover, many boys who are 
introduced into various trades still do 
not receive the standard of training 
necessary for registration under our 
National Scheme. The industry can- 
not afford to regard with complacency a 
position in which, over the country as 
a whole, there are not sufficient appren- 
tices to maintain the present craft 
strength. 

In spite of the difficulties which have 
had to be surmounted during the post- 
war years, however, there is plenty of 
evidence that the present National 
Apprenticeship Scheme is on_ the 
right lines and is succeeding, to a 
remarkable extent, in stimulating not 
only the recruitment of apprentices but 
also the organization of improved stan- 
dards of training. All that is required 
is an increase in enthusiasm among 
those in every locality who see the in- 
dustry’s need. Their enthusiasm can 
best be demonstrated, at this time, by 
vigorous efforts to remove certain fears 
and prejudices which have tended to 
exaggerate various circumstances which 
have sometimes militated against real 
progress. 

To the indentures approved under 
our National Apprenticeship Scheme 
there are three main contracting 
parties: the apprentice, the parent or 
guardian, and the employer, and in 
addition—acting as stake holder or 
umpire—the representative of the joint 
apprenticeship committee. I would 
appeal to each of these in turn and, in 
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Offices, No. 20 Albert Embankment, London. Architect: Sir Thomas P. Bennett. 
Draughtsman : Howard Sant. 
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Croydon Technical College, West end. Architects: Robert Atkinson and 
Partners. Draughtsman : D. H. Beaty-Pownall. 
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there are splendid opportunities for 
advancement. 

If your boy is already indentured, it 
will be helpful and encouraging to him 
and to his employers if you take a sym- 
pathetic interest in his progress and 
studies. 

(3) The Employers 

As a general proposition it must be 
obvious that, unless employers take 
their fair share in training our future 
craftsmen, our industry must rapidly 
decline and, in that case, everyone in 
it will suffer. Everybody accepts that 
as a general principle but the real rally- 
ing-cry must be to each individual firm, 
so let me deal frankly with those points 
of complaint and criticism to which 
individual firms often give prominence 
(sometimes out of all proportion) : — 

(a) The employer training appren- 
tices is casting his bread upon the 
waters. There is no guarantee that 
he will get his apprentice back after 
he has completed his period of mili- 
tary training and others may reap 
where he has sown. 

It is true that, in a free country, some 
former apprentices may choose to go 
elsewhere but normally they are loyal. 
Moreover, if each employer takes his 
fair share of apprentices the problem 
recedes into its proper proportions. In 
place of those who go elsewhere others 
will be available for current needs. The 
real remedy is to persuade fellow- 
; employers in your district to join you 
fb oe ER BE in shouldering the burdens. 

ate nai” rr tit Li (b) There is a natural reluctance 

ge ea on the part of some employers to enter 

’ 42S into a legally binding contract for so 

- ae long a period as five years when few 

employers can foresee with any cer- 

tainty what their labour commitments 

are likely to be over so long a period. 

Actually the tasks ahead of the build- 

ing industry are such that it should 

certainly be able usefully to employ its 

present craft strength for a considerably 

Postal Sorting Office and Garage, Thorpe Road, Norwich. Architect: Thomas F. Th tool af easel tse 

Winterburn. Draughtsman: W. R. Haden. provision for the Joint Apprenticeship 

Committee to transfer the Apprentice 

to another master should the original 

master find himself unable to complete 

proper training through lack of work. 

In my experience, local and regional 

Joint Committees are most helpful and 

sympathetic in the rare instances when 
this has happened. 

(c) The provision in the Agreement 
for attendance at day-release classes 
until the age of 18 is costly and some- 
times inconvenient. There is also 
sometimes criticism of the value of 
the training received at these classes. 

It should be borne in mind that the 
conditions as to technical training must 
be observed by any employer who 
wishes to obtain deferment from call- 
up for military service for any lad, 
£O) “pC RARLTON » whether he is indentured under our 

amen ae 69 Vueiwe National Scheme or not. 

As to the value of the technical train- 
ing, let us frankly face the fact that the 
facilities are still sometimes below the 
desired standard. We should not lose 








St. Austin’s Secondary Modern School for Boys, Charlton. Architects: Clayton, Black 
and Daviel. Draughtsman E. J. Thring. 








Eight houses, London Road, Ascot, 
Architect: Clifford Culpin. 


Metropolitan Police Housing, Buxton House, Snaresbrook Road. 
Draughtsman : J. A. L. Neyrond. 


Charles R. Fowkes. 


Building for the Royal Geological Society of Cornwall, Penzance. 
E, Vincent Harris, R.A. Draughtsman: J. D. M. Harvey. 


sight of the fact, however, that a very 
heavy load indeed has been placed 
upon education authorities in en- 
deavouring to measure up to the 
requirements of an educational policy 
approved by the majority of all political 


for the Commissioners of Crown Land: 
Draughtsman : 


Lawrence Wright. 


Architect 


Arc hitect 


parties. The principle of further educa 
tion of prospective craftsmen, alte! 
leaving school, at day-release classes i 
by no means confined to the buildin 
industry butis gradually being accepted 
as a proper obligation by most other 
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Design for a bridge over tl sr Cherwell at Oxford. Drawn by the Architect : Raymond Erith. 





Bridstow Bridge, Ross Architect : Arthur Bailey. Draughtsman : J. D. M, Harvey. 
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facilities for technical training and t hool and also of the youth employ- If all local joint apprenticeship com- 
take an understanding interest not on nent office to sit in at the meetings. mittees were equal to the best, we 
in the problem of the i tus mmittees are least helpful when they should have very few problems left 
ipprentice but also of the individ illed together only to deal with that could not easily be solved. The 
employer An admirable act tual disputes—most of which could future staffing of our industry with 
idopted in many aS, 1S to invil e been avoided by mutual under-_ efficient craftsmen and _ supervisors 
representative of the local tanding and good will. would be much more readily assured 
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Architectural Photography 
BY JOHN McCANN, A.I.B.P 


NE of the purposes of the Exhibi- tions the client gives, and the ext 

tion of Professional Photography* to which he can so draw upon t 
is to show users of photography the  photographer’s experience and judg 
standard of work they should be able to ment as to get the best photograph: 
obtain and to put them in touch with treatment of his subject-matter. ‘Th 
the photographers best able to provide notes have been written to show how 
it. But there is more to obtaining good closer co-operation between archite 
photographs than choosing a photo- and their photographers may b 
grapher; a lot depends on the instruc- _ achieved. 


1. Trinity Church, Lansbury. Architect: Cecil Handisyde. Elimination of possible 
distractions by choice of viewpoint—in this case a very low viewpoint is necessary to 
conceal another tall building immediately behind the church. 
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2. The Borough Polytechnic. Architects: Norman and Dawbarn. A night photograph 
is sometimes the most satisfactory way of illustrating an important north elevation. 
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photographs. The architect can facili 
tate this process by providing a block 
plan 

This brings us to the architectural 
photographer’s main problem, weather 
Almost all exteriors with the exception 
of progress records and some close-up 
details must be taken in sunlight, and 
moreover in sunlight at a particular 
time of day. The photographer who 
takes general exteriors in overcast light 
will only provide disappointment all 
round, and will inevitably lose his 
clients. Thus it is reasonable to expect 
the photographer to wait for his 
weather and to cope with the English 
climate as best he can, at the expense 
of much frustration and unproductive 
time. This is only possible if he is 
given an adequate period to complete 
the job; to require the finished photo- 
graphs in less than a fortnight is very 
often to force him to take them in un 
suitable weather. Similarly, he must 
be able to have this work interrupted 
and multiplied by bad weather and still 
make a living. Most competent archi 
tectural photographers charge accord 
ing to the recommended rates of the 
Institute of British Photographers, 
which are sufficient to make good work 
possible. The architect who takes his 
work to the local unqualified photo 
grapher who will do it for half the price 
is almost invariably throwing 
money on an unusable product 


away 


Some time ago Abner quoted a re 
mark about photographers that “the 
only way to treat these boys is to tak« 
them out together on the same wet day 
and set them down outside the same 
building, telling them to get on with 
it; thus only could one get an idea of 
their comparative skill.” ‘But surely 
he misses the point. To a very limited 
extent a photographer can use special 
techniques to produce a usable photo 
graph in bad light; but above all hi 
value lies in his ability to understand 
what lighting is best for a particular 
exterior and to make it his business to 
be there when conditions are right. Two 
photographers may equal 
ibility and both can upon occasion 
produce the excellent picture which 
finds its way into exhibitions; but their 
average standards of work (which is 
after all, what the client usually obtains 
for his money) may differ significantly 
The usual explanation is that irrespec 
tive of ability some go to more trouble 
than others. One man may be s 
swamped by the routine administration 
of his business that he can spare time 
for only one visit to a site, wherea 
another may so organize his work that 
1e can go back again and again if 
necessary to obtain the pictures his 
lient wants. He may have to work 
hard for his fee but he usually succeed: 
in satisfying his clients. 

Something should be said 
what is possible in photography and 
what is not. When a building is just 
completed its surroundings are usually 
very incomplete for some weeks o! 
months afterwards. Mud, heaps of 
scaffolding and contractors’ hut 
dominate scene If the photo 
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about 


the 
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1954 


grapher is called in at this stage he will 
find it almost impossible to exclude all 
this mess from his pictures, or he will 
have to cheose viewpoints which do 
not necessarily show the building off 
the best advantage. Whenever 
ossible it is always wise to leave the 
yhotography until some months after 
he building has been completed and 
occupied. It is not sufficient to ask the 
to “touch up” the pic- 
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photographer 
ture to eradicate the mess on the site. 


3. Cofton Common Primary School, Worcestershire. 


there will be more than walls, doors 
and windows—there will be furniture 
or equipment, fabrics, polish on the 
floor and perhaps vases of flowers, all 
of which help to make an interior 
attractive and inviting. 

Some architects need to be reminded 
that a north elevation never receives 
strong sunlight. In full summer the sun 
may just get on to it, very obliquely, 
in early morning or late evening, but 
usually at these times the sun is so low 


Architect: Frederick Gibberd. 


The use of figures—by suitably arranging the playing apparatus it is possible to group 
the children without any suggestion of self-conscious posing. 


Such 
ing, 


afterwork is usually unconvinc- 
and if carried out at the level of 

commercial art work it will 
double or treble the original cost of the 
photography. To a lesser extent the 
same applies to interiors, for until a 
room is furnished and in use its func- 
tion and layout are not apparent. When 
it has been occupied for some time 


yon d 





4. Four Dwellings School, Birmingham. 

Architects: John B. Surman and Partners. 

Figures included in on interior give scale 
and contrast. 


and faint as to make very little im- 
pression. This emphasizes the need 
for an accurate block plan (or some 
photographers take their own com- 
pass bearings); if the north elevation is 
inclined even slightly to east or west 
the photographer will know whether 
there is any possibility of its receiving 
sunlight in morning or evening at a 
particular time of year. It is to deal 
with the difficulty of a north frontage 
that the photographer may occasionally 
suggest a night photograph, either at 
cusk when there is still sufficient light 
to reveal the outline of the building, or 
in full darkness with flash (as in illus- 
tration 2), 

Even if the subject does not face 
north a night photograph may some- 
times be an effective way of illustrating 
the form and line of a building while 
suppressing distracting detail. After 
all, buildings are seen at night, and 
(one hopes) their appearance in dark- 
ness is taken into account when they 
are designed. 

A few photographers not accus- 
tomed to architectural subjects may 
attempt to conceal their poverty of in- 
sight by being clever at the expense of 
the architecture. In this category come 
most of the fantastic “ angle-shots” 
and “ worm’s-eye views” (though even 
these have an honest intention some- 
times). Another tedious but very 
common evasion is to place the camera 
a foot or two behind some small object, 
such as a typewriter or potted plant, 
and to silhouette it, stark and enor- 
mous, against the room interior which 





5. Lighting effects and filtering techniques. Gilbert Sheldon 6. 
Architect : Rolf Jensen. Overcast sky. The 


Houre, Paddington. 


Full frontal 
provement on 


absence of modelling and texture combined with the limited 
tonal range make the photograph entirely uninteresting. 


7. Oblique sunlight at the best angle for this building, 30 8. 
An elevation without projecting balconies or similar 
features usually requires more oblique lighting, at 10-15 degrees 
Medium darkening of sky by filtering. 


degrees. 


to the surface. 


is the real subject. A pleasant pictorial 
composition may sometimes result, but 
as an illustration of the building the 
photograph is usually valueless. It 
cannot be too strongly emphasized 
that the photography should always be 
a means of presenting the architecture, 
and not an end in itself. The photo- 
graph which draws attention to its own 
technique and is in conflict with the 
architecture is a waste of the client’s 
money and an impertinence to him as 
the designer. 

With modern materials and tech- 
niques there should be no difficulty in 
including human figures in the photo- 
graphs, whether interiors or exteriors; 
or perhaps it would be wiser to say 
that there are difficulties, but they 
should be surmountable. In schools 
and factories, above all, the figures 
form an integral part of the design, 
and in most buildings they give scale 
and contrast. As in all photography it 
is usually desirable to minimize the 
number of distractions in the scene, 
but this is not an excuse for excluding 
all human interest. Obviously the 
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client should decide whether he want 

figures in the pictures, but as his own 
perspective drawings often include the 
carefully placed figure or group it i 
reasonable to suppose that he may want 
them, similarly placed and strictly sul 

sidiary to the architecture, in some o! 
the photographs. 

Above all, the client should decid 
what sort of photographic coverage hi 
requires and what ends he has in view 
He may require a complete record of 
the job showing every side and ever 
main interior; photographs taken fo 
this purpose may appear somewhat 
pedestrian individually, but 
form a well-integrated series 
other hand, he may want pleasing 
views with some degree of pictorial 
treatment and, suitably instructed, th 
photographer is thus able to concen 
trate on the sides of the building 
which are capable of yielding the best 
pictures. A series taken for reproduc 
uuon in an architectural journal i 
usually a combination of both 
approaches- one or two good general 
impressions to announce the 
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The effect is to dramatize 
tonal rendering—a technique which can be useful occasionally 
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NEW SHOWROOM. GROSVENOR STREET, W.I 


for Vono Ltd. 


designer: DENNIS LENNON, 
M.C., A.R.I1.B8.A. 


NEW showroom for Vono, Ltd., was opened last 

painted white Wednesday at 71, Grosvenor Street, W.1. Vonos 
are makers of sleep equipment, and the ground floor 

of the new premises was required to display beds, settee 

beds, studio couches and fabrics. A recess in the plan form 

provides accommodation for pillows, bolsters and casters. 

At the back of the ground floor, provision has been made 

bross color J for offices, and the basement is used for further displays. 

- Shop Front 

The recessed showroom window is plate glass from floor 
seenned tube to ceiling. At right-angles to the window are the entrance 
doors, black, white with brass push rails and set in dark 
green Verte des Alpes marble surround. The floor is of 
two-colour in situ Terrazzo. The soffit is curved and built 
of fibres plaster, suspended. 

A feature of the ground floor is a large mural of London 
and the Thames as they were about 1680, from a photo- 
graphic enlargement of the original in the L.C.C. Library. 
The mural runs from the pavement, along one side of the 
recessed window, into the interior. The section in the open 
air has been treated with Wareite to withstand climate. 

On the right-hand side of the recess in front of the 
window is a piece of sculpture by Lynn Chadwick. It 
SHOPFRONT PLAN AND SECTION, { £.8. represents a chrysalis, worked in copper and concrete, 
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New Showroom for Vono 


resting on the veins of a leaf, in iron; this stands on a base 
of Verte des Alpes marble. 


Interior 

Nine colours (purple, pink, yellow, orange, pale blue, 
dark blue, grey-green, black and white), have been used on 
walls and ceilings of the ground floor. Carpets are grey, 
lime green and mauve. 

At the far end of the premises, partitions which divide 
the showroom from the offices are constructed in framing 
painted white, acid etched or sand blasted glass with black 
french polished glazing beads. In the centre of the show- 
room is a circular desk coloured white, black and yellow. 


Ltd. 


GROUND PLAN 


Natural wood veneers of light colour are used for the sliding 


doors to wall cupboards. Radiators are covered with whit 
grilles. 


existing beams. 


Ceilings in the showroom are suspended to hid 


In the front of the showroom, mattress covers have been 
specially designed or chosen to blend in with the colour 
of the showroom. 

Esdaille & Co 
Light fittings, designed by the architect to add to 


The General Contractors were David 


Ltd. 
the height of the showroom, were supplied by Troughton 
& Young (Lighting), Ltd. 
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Front part of ground floor showroom showing reception 
desk and sloping false ceiling 











Wall cupboards for fabrics are placed either side of 
a recess 


A corner for plants in the recess is lit by obscured light 
from above 


One of the executive offices with furniture designed 
by Dennis Lennon 
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New Showroom for Vono Ltd. 


mahogany 
painted white 





Y2" 2" hardwood 
painted black 
fixed with brass 
Screws, Cups 6 
washers 








4°x 2%" frame 





3/e" glazing 


3%" « 1%" stile 








DETAILS OF FRAMING, 


SCALE: 2IN.=1I FT, 


The glazed partitions which divide offices from showroom 
have white frames and black french polished glazing beads 





dead space 
A a ; bing 


shelf 





shel f 





4’ pierced brass shade polished 
t fluorescent tube — counter ft 


existing radiators +) | drawers | 


, | 5 ld 
sealed off with asbestos . ee 
sheet. ventilation in 


foe space & counter top 


mater 








The wall cupboards have sliding doors in light wood veneer. 

The top frame pulls out as shown in the picture and the 

fabrics are hung on timber rods spanning between. The 
upper part of the cupboard has shelves. 


SCALE 
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at 
Road, 


Chiswick 


House 


139, Netheravon 








Chiswick 


netheravon road 


chiswick mali 


Top picture: 


thames ARCHITECT: 


Planning: 

The site is a rectangular one, which, although facing 
north-east of Netheravon Road, has a view of the river 
over adjoining gardens on the south-west. To take 
advantage of the latter view, the ground floor is raised on 
two garages, utility room and cloakroom, and the main 
sitting-room is planned right across the back of the house 
with an extensive window seat some 18ft long 

The house is planned with a view to providing the 
minimum of waste space for passages, etc., and for the 
same reason it is a cube of 26ft, this being the most 
economical form. 

The soil from the garage excavations was used to form 
a terrace on the south-east, approached by french windows 
from the end of the sitting-room. 


JOHN E. M. 


Street front Below: Garden front 


MACGREGOR, F.S.A., F.R.1I.B.A. 
The dining-room is placed centrally on the road front 
with the staircase and kitchen on either side and separated 
from the main sitting-room by a wide sliding door. 
On the first floor there are three double bedrooms and 
a bathroom. There is extensive storage provided in the 
roof approached by a loft ladder. 


Materials: 


Economy in household labour and minimum of upkeep 
were given particular consideration. Prefabricated con- 
crete flooring finished with cork tiles are used for the 
ground floor. Specially designed precast concrete steps 
with oak nosings and inset cork treads form the staircase, 
which has a decorative wrought-iron balustrading kept 
clear of the treads for easy cleaning. 
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The water is heated by a “Red Fyre” slow-burning 
open grate which is incorporated in the bookcases along 
one end of the sitting-room. An electric immersion heater 
is provided for summer use. Ample heating plugs are 
provided in all rooms. 

The front door, window seat and sliding door are all 
of oak. 

The windows facing north are Crittall’s new sliding 
sashes, barred to give a sense of protection, while those 
facing south have no glazing bars. 


. | Sitting-room oriel window 


copper flashing 


y ' yardine 
cornice copper on boarding 





——y 
_ 
rs 


pelmet metal window in 
wood frame 


tubular stanchion wood boarding 
window seat “On felt 


tentest 





bolt 
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li“ cavity wail 








—_ 
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The house has been placed on the site to make the most of the view towards the river. The living-room on the first floor, with garage under, 

extends across the full width of the house The long oriel window with seat gives a delightful riverside character to the room, which has a gay 

blue and white wallpaper and cork tile floor. The dining annexe opens out of the wall opposite the window and retains the view, while having 
direct access to the kitchen. The pictures below show the dining annexe and the sliding partit.on. 
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HOUSE AT CHISWICK 
ARCHITECT; J. E. M. MACGREGOR 


CONTRACTORS : 


The Building Contractors : J. Kinninmont & Sons, 
Lid., 15, South Wharf, Paddington, W.2. Roof 
tilers : Messrs. Roberts Adlard & Co., Ltd., Tweedy 
Road, Bromley, Kent. Precast concrete work: 
Messrs. Girlingstone, Great West Road, Feltham, 
Middlesex. Wrought iron work: Mr. G. C. Harris, 
172, Buckingham Palace Road, London, S.W.1. 
Wallpapers: Cole & Son (Wallpapers), Ltd., 18, 
Mortimer Street, London, W.1. Cork flooring: 
Holborn Asphalte Co., Lid., 6A, Victoria House, 
South Lambeth Road, London, S.W.8. 


IRCHITECT and 











Above: Staircase from dining-room. Left: Service hatch from dining- 
room side and (below) from kitchen. 


meta! bolustrade 


. 
. core mose 
Nook nosing nd 


dovetailed wood 
plugs cast in to 
toke nosing 


Fittings: 


All the bedrooms have extensive deep cupboards, and 
the kitchen is fully equipped with cupboards on three 
sides. The fitting between the kitchen and the dining- 
room is arranged with doors opening on either side, and 
a work top for the kitchen which becomes a sideboard in 
the dining-room by swinging over a curved top 
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ALUMINIUM HORIZONTAL SUNBREAKERS 


This illustration shows THE C. A. OBRA Avenida Bolivar, Caracas 
Architect: Dr. ¢ 
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rWO BUILDINGS -— §,2§0 miles apart, in Venezuela and Egypt — have 
_ 
, . one important thing in common. In both, the Aluminium Sunbreakers — 
: horizontal in the one and vertical in the other —are piovided by Crittall’s, 


It is the consistent purpose of this world-wide organisation that for build- 
ings near or far, large or small—whether concerned with established 


re products or breaking entirely fresh ground in design and material — the 


Crittall service provided shall be full and willing, speedy and efficient. 


CRITTALL 


THE CRITTALL MANUFACTURING CO. LTD + BRAINTREE + ESSEX 


Factories and Depots throughout the country 
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Craftsman made, 

craftsman laid, Semastic 
Decorative and Vinyl Tiles are 
noted for their exquisite colour- 
ings. In this tile, blossom and leaf 
and seed-pod colours mingle and 
mix to give Elmwood Marble a 
delightful shade that contains 

all the moods and tones 

of the noble Elm tree. 


SEMASTIC Decorative and Vinyl Floor Tiles 


pre ulucts 


of a 
Dunlop Z iia 


Company are installed by 


J. A. HEWETSON & CO. LTD 

HOLLIS BROS. LID 

HORSLEY SMITH & CO. (HAYES) LTD 
PILKINGTON'S ASPHALTE CO. LTD 

SEMTEN LTD 

THE PENMAENMAWR & TRINIDAD LAKE ASPHALT ¢ 
THE LIMMER & TRINIDAD LAKE ASPHALT CO 

THE WESTERN TRINIDAD LAKE ASPHALT CO, LI 














| oO |1s 









FRAME OF 11/4" THICKNESS \ 







81/2" ®@ LOUDSPEAKER FRET 
waste WITH WOVEN STRING 
i He | ‘ MESH ON INSIDE 






280 _ 





3'0O" KX 4'O" REMOVEABLE 
BLACKBOARDS 










ELEVATION SC 





3/4" BLOCKING 






PAY 










\/2" PLY WITH 6”X2” AIR \ 
4 RELEASE APERTURE & WOVEN | A 
STRING MESH INSIDE 











41/2" SCREW & PLUG TO WALL 







WOOD FIN GAUGED TO 
ALLOW SCREW HEAD 








HOLES IN CABINET CHEEKS 
WITH WOVEN MESH INSIDE 












4"xX7/8"x 3/16" MS. HANGER 
















HANGER SCREWED TO FIN 







—— "x 3/4" STOP TO RECIEVE DETAIL OF MS. HANGER AT'‘C’ 


LOWER EDGE OF BAFFLE 











3/4” BLOCKBOARD 









1\/2"K 1" CENTRERAIL SCREWED TO 
BLACKBOARD THROUGH RUBBER WASHER 










TEMPED STEEL SPRING SCREWED 
TO EACH FIN 





4”"x1i/4" BOTTOM FRAME MEMBER 







-TION BB 






















+ /4" PLY BACKING ttt WLI 
Om, DETAIL AT D 


NSIDE OF CABINET- EXCEPT BAFFLE- FELT LINED 











oO OSs | 







—a—i 


3/4" CABINET CHEEKS 













LOUDSPEAKER 2" PLY BAFFLE eae 


OF 








a”"x11/2"x 1/2" MS BARS _ a 
BUILT INTO WALL & HALF p- F / fro of —y 
RECESSED IN LOWER 
FRAME MEMBER 












2244 




















3/4” THICK GROOVED SHELF DETAIL AT‘E 










SCALES 1|"=|'O"& HALF FULL SIZE 











KBOARD, JOSEPH TRITTON PRIMARY SCHOOL, BATTERSEA e SIR JOHN BURNET, TAIT & PARTNERS 





Supplement to THE ARCHITECT and Building * 


BLACKBOARD, JOSEPH TRITTON SCHOOL, 


ARCHITECTS SIR JOHN BURNET TAIT & PART 











THE ARCHITECT and Building News, 13 May 1954 


in 


ZINC DEVELOPMENT ASSOCIATION - 


TERRACE HOUSES AT COWLEY PEACHEY. Architects —-F. R. S. Yorke, P.RA.B.A,; 
EB. Rosenberg, F.R.1.B.A.; C. S. Mardall, A.R.1.B.A. 


Flashings and hoods, rainwater goods and weatherings 
— from roof to foundations zinc plays an important 
part in building. Our illustrations show contemporary 
houses roofed with zinc laid on the standing seam 
system. The roofing of the Cowley Peachey houses has 
an added interest because it has been laid on insula- 
tion boarding to combine good insulation with lasting 
protection. 


HOUSE AT LUCCOMBE, 1.0.W. View from South-west. Architect and owner—F. R. S. Yorke, 
F.RAB.A 


There are now no restrictions on the use of zinc. 
Supplies are plentiful and are likely to remain so for 
many years to come. 

The price of zinc has dropped considerably and it 
is again one of the most economical roofing materials. 

The Zinc Development Association will be pleased 
to send to potential users lists of stockists of all zinc 
building materials and of firms specialising in zinc 
work. 





LINCOLN HOUSE: TURL STREET - OXFORD: Tel. 47988 
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(00 mttteatnen THE BUILDING 
— ENCYCLOPEDIA 


General Editor S. G. BLAXLAND stUSSS, O.8.E. 


ark General Editor of The Encyclopedia of Sanitary Enginee 
ie Heating and Plumbing,"’ “ The New Electrical Ency« loped 


3,800 Photographs, Working Drawings, Plans etc. 
86 Plates and Charts, 26 in Colours, 1,780 Pages 
Index with 20,000 References. 


PRACTICAL, up-to-date information of the highest technical 
authority, essential to all working builder Written by leading 
writers and craftsmen in the industry, and lavishly illustrated 
with photographs, working drawings, plans, sections, eleva 
tions, detail drawings and designs, folding plates and chart: 
and colour plates. The first work of its kind—Authoritativ 
and Comprehensive. 


Practical information covering : 
FREE EXAMINATION FORM 


BRICKWORK, MASONRY,: to the WAVERLEY BOOK CO. LTD. (Dept. Arch.2 
CONCRETE, METALS AND: 96 & 97, Farringdon Street, London, E.C.4 
OTHER MATERIALS, BUILD-: Please send me, carriage paid, | days’ FREE 

ING CONSTRUCTION, AR-: ‘ion, “THE BUILDING ENCYCLOPEDIA 
CHITECTURE AND DESIGN, : [0% volumes, Ic is understood chat | may re 
HOUSES, BUNGALOWS,: will send you a first payment of 10/6 eight days af . 
COTTAGES, FLATS, ALTERA-: 214 fourceen monthly payments of 10/6, thus completing the 
TIONS, REPAIRS, FLOORING, : purchase price of é 6. Cash price within 8 days £ y 
ROOFING, HEATING SYS-: "#me 

TEMS, LIGHTING PRINCIPLES, : ess 

PLANT AND MACHINERY: 

FOR THE BUILDER, SCAF-: 

FOLDING, ESTATES, ROADS,: 

LAW FOR THE BUILDER,: ‘iz 

COSTING, - | \aeiaialaia, 

QUANTITIES, ETC. 





Specified by 

Local Authorities, 
Architects and 
Heating Engineers 
throughout the 
country. 
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THE ROLYAT TANK CO.LTD. + CROMWELL ROAD = YORK 
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THE 
ELECTRIC 


STANDARDIZATION 
PL 


SOCKETS AND 


RECENT television discussion between Dame Caroline 

Haslett and Mr. J. H. M. Sykes has served to 
illuminate very clearly the present chaotic position regarding 
the vexed question of electric sockets and plugs. Mr. Sykes 
drew a pathetic picture of the householder faced with a 
multiplicity of plug sizes, some with two and others with 
three pins, in addition to the non-interchangeability of those 
constructed ostensibly to the same size and standard. Dame 
Caroline suggested that the position was not quite as bad as 
stated with the advent of the new flat-pin standard for 
sockets and plugs, and said that if only those concerned 
with the preparation of specifications f trical installa- 
tions would take some heed of the r« nendations of the 
Ministry of Works Housing Manual, and its Technical 
Appendices, progress towards the universal adk ption of the 
new standard would be much more rapid 


inxious that 
ind they had 
adequate representation on the Committee responsible for 
Post-War Building Study No. 11, “ Electrical Installations,” 
published in 1944. This sponsored not only the new method 
of ,wiring to socket-outlets, the ring circuit, but the 
setting up of a new standard for sockets and plugs which 
would, in time, supersede all othe: This latter recom- 
mendation bore fruit with the appearance of British 
Standard No. 1363, which, it will be remembered, provided 
for three-pin sockets to new centres and with flat pins, so 
that it could not be made interchangeable with the older 
standard to BS 546, and ensuring that only plugs incorporat- 
ing a small fuse could be used with these sockets. There 
was to be one size only of socket, of 13-amperes capacity 
sufficient for a 3kW fire at 230 volts) but it would be used 
for all purposes, lighting, small power and heating, with the 
appropriate fuse of 3, 7 or 13 ampere rating inserted in the 
plug 


In the past, architects especially have been 


standardization should be _ established 


also 
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Two-pin, in 2, 5 


= and |5 amp. sizes. 


These two patterns should 


now be on the way out. 
Three-pin, in 2, 5 


and 15 amp. sizes. 


= 


This is the new pattern 
with adjustable 


Three flat pins, the 
one size only for 2, 
7 and 13 amps. 


internal 
fuse. 


This article is not primarily concerned with the advan- 
tages of the ring circuit as opposed to the older methods 
of installing heavy-capacity socket-outlets, as this aspect 
was dealt with in these columns in the issue for January 
4, 1945. I am, however, indebted to my friend, Major 
E. H. W. Banner, M.Sc., M.1.E.E., for two circuit diagrams 
which illustrate beyond any possible doubt the very great 
economies possible, not only in actual wiring costs but in 
respect of the controlling switchgear also, with the adoption 
of the ring circuit for new installations. The wiring lay-out 
for ten heating socket-outlets with the old and the new 
methods is shown in Fig. 1, and the savings are obvious at 
a glance; to keep the diagrams as clear as possible the earth- 
ing connections are omitted, but these are simplified to the 
same general extent as the circuit wiring. 

Unfortunately, this simplified method of wiring, which 
also postulates the use of the new standard socket and plug, 
has not made the progress in general adoption that it 
deserves. Apart from a proportion of new housing estates, 
new installations seem to ignore the advantages, and the 
older method of wiring, using sockets and plugs to the older 
standard, continue unabated. The accessory manufacturers 
say that more than 50%, of all sockets and plugs supplied 
are to the old standard BS 546, and it is felt that architects 
must accept a considerable proportion of the blame for 
this unwarranted state of affairs. It is little use the elec- 
trical industry devising and officially approving new and 
improved methods, incorporating economies that must 
result in lower building costs, without at the same time 
reducing the number of socket-outlets installed, if they are 
not to be accepted and incorporated in wiring specifications, 
which is obviously the first place for them to appear; the 
contractor is bound by his specification. 

It is very difficult to persuade architects that the new 
standard socket and plug was intended to supersede the 
old one with round pins, but the Foreword to the Standard 
Specification No. 1363 should make this clear. It says: 
“The final conclusion was reached that a new type of ‘all- 
purpose’ 3kW (13 amps. at 230 volts) fused-plug and 
shuttered socket-outlet should be standardized for general 
domestic use and similar purposes. This specification has 
therefore been drawn up with this object. The following 
British Standards for plugs and sockets are still in force 
and are available for such purposes as extensions of existing 
installations or where a 30-A rating is required... . 
B.S. 546/1934, Two-pole and earthing pin plugs and socket- 
outlets (rated at 2, 5, 15 and 30 A.).” 

From this it is clear that the old standard B.S. 546 was to 
be retained only to provide replacements and extensions to 
the many existing installations where the old types are used, 
but definitely not for installation in new buildings. And yet 
we noted that in the R.I.B.A. Appendix to the Bailey Report 
on House Interiors a recommendation for the use of 15- 
ampere socket-outlets (B.S. 546) throughout a house was 
included, whilst many thousands of sockets and plugs to this 
old standard go in daily in new buildings at the architect’s 
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behest. The electrical industry despairs of ever achieving 
the desired standardization so ardently sought by consumers, 
as every specification that contains provision for antiquated 
pre-ring-circuit wiring methods and for the consequent use 
of the obsolescent standard sockets and plugs defers the 
eagerly awaited day. 

Many architects seem to think that the new standard can 
be used only with the ring circuit, and cannot be employed 
where only a few socket-outlets are to be installed. This is 
not the case, as may be found by reference to Regulation 201 
of the 12th Edition of the L.E.E. Wiring Regulations. Under 
this Exemption (i) permits two 13-ampere socket-outlets on 
a circuit of 7/0.029 cable, as against one only if of 15-ampere 
capacity; also, Exemption (ii) permits six 13-ampere socket- 


13- ~ 
%*Q 23 O 


7/029 CABLE 
20-A FUSEWAY 
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7/029 CABLE 
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Fig. 2 Further example of economies in wiring with the use of 
13-A (BS 1363) sockets and plugs as against 15-A (BS 546) 
sockets and plugs. 


Only one 15-A socket-outlet permissible on a circuit of 
7/.029 cable. 


Two 13-A socket-outlets permissible on a similar circuit with 
fuseway max. at 206A. 
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7/036 CABLE 


3O-A FUSEWAY (MAX) 


Six 13-A socket-outlets are permissible on one 7/.036 cable 
circuit, with 30-A (max.) fuseway. 


Six 15-A socket-outlets would mean six separate circuits 
with a six-way 15-A fuseboard. (See Fig. |.) 


outlets on a 7/0.036 cable circuit, and these economies are 
shown in diagrammatic form in Fig. 2. Finally, Exemption 
(iii) permits the use of the ring circuit in 7/0.029 cable for at 
least ten, and in some cases an unlimited number of 13- 
ampere socket-outlets, and the extreme economy associated 
with this arrangement has already been illustrated in Fig. 1. 

As this particular Regulation mentions only installations 
to private houses and residential flats, quite a number of 
architects refuse to consider the use of sockets and plugs to 
B.S. 1363 for any other type of installation. And yet Post- 
war Building Study No. 11, previously referred to, visualizes 
the installation of these flat-pin sockets and plugs in depart- 
mental stores (para. 259), hotels (para. 269), schools (para. 
345), and farm buildings (para. 400); in fact, everywhere 
except in industrial installations, with which this particular 
publication was not concerned. The Committee visualized 
that the new sockets and plugs would also be used in indus- 
trial installations, where the general conditions justified their 
use, and there is nothing in their construction or circuit 
arrangements that would make them unsuitable for such 
employment. 

To sum up, it is the intention of the electrical industry 
that the new standard socket and plug to B.S. 1363 shall 
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Ministry of Works Exhibition 
City of Liverpool College of Building 


During 1954/55 Building Exhibitions, arranged by 
will be held in technical colleges throughout the 
The first of these will be at Liverpool from May 
June 2, followed by others at Sheffield (June 21 to 
Coventry (Sept. 13 to 18 Three mere 
consideration. 

The Liverpool Exhibition will be held at the City of 
pool College of Building, in Clarence Street, Liverpox 
will be opened at 11 a.m. on Wednesday, May 26 b 
J. R. Bevins, M.P., Parliamentary Secretary to the 
of Works. The Chair will be taken by the Lord 
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Fine craftsmanship is alw recognisable — wherever you meet it. Particularly is it apparent in this fine new vessel 


The Maple-Martyn Organisation is proud to have been entrusted with a considerable contract for the execution of 


interior constructional work in T.S.S. “Arcadia”, a typical part of which is illustrated above. (The Ist Class Stairway, A 


D dech 1) , n t Silver Bronze with wood finished in hurr walnut Walls are veneered in Freak Figured Sen.) 


Architects: Messrs. A. Mcinnes, Gardner & Partners Ltd., Glasgow. Shipbuilders: Messrs. John Brown, Clydebank. 


FURNISHING & DECORATION NST TIONA WOODWORK . ARCHITECTURAL METALWORK . LIGHTING . HEATING 


CONTRACT DEPARTMENT 


MAPLE & CO. LTD =: rOTTENHAM COURT ROAD - LONDON -: WI 
in association with its subsidiary H. H. MARTYN & COMPANY LIMITED - CHELTENHAM 


® mc io 
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yer. & F. N. SPON LTD=*; 


Available : : 


BUILDING LAW 
ILLUSTRATED 


(A GUIDE TO PRACTICE) 


by B. G. PHILLIPS, F.1.A.s., M.R.SAN.1., M.LS.E. 
Foreword by J. PATON WATSON, C.B.z., 
M.1.C.E., M.1.MUN.E, 
224 pages 300 illustrations 21s. net (postage 9d.) 
A concise guide to the practical requirements of 
building legislation as it affects architects and others 
concerned in building. 
“* Without any reservation I can commend 
the manner in which Mr. Phillips has 
resolved a complex subject into its simple 
components.” 


- 
eeeeeeeee 


In school or factory, barracks 
shower or basin, fountain or 
washing needs thermostati« 

the best place to put it is at tt 
where the hot water meets tl 


the user 


Leonard thermostatic valves s 


CONTRACT JOURNAL 
** Engineers, architects and builders will 


welcome the book.” 
LOCAL GOVERNMENT JOURNAL 


** Of inestimable value. The diagrams are 


models of exactitude.” 
ILLUSTRATED CARPENTER AND BUILDER 


BUILDING 
CONSTRUCTION 
ILLUSTRATED 


| by DENZIL NIELD, A.R.1.B.A. Foreword by 
T. E. SCOTT, C.B.E., F.R.1.B.A., Hon. F.I.B.D. 
160 pages 175 illustrations 21s. net (postage 9d.) 
Specially written for students taking examinations in 
architecture, building, surveying and allied subjects. 


and save water Avoid risk o 
Add to the joy of the 
good looks of the washr 


eeeeeeeeeeeeeeeeeeseees 


The Leonard valve system is by far 
the most widely used and is specified 
by most architects 


Sales and service everywhere 


“Can be most strongly recommended to 
students of architecture and building 
apprentices.” 

ARCHITECT AND BUILDING NEWS 
“An excellent book.” 

JOURNAL OF THE A.A. 

“ A surprising amount of clear, practical 
and up-to-date information.” 


COSCO SC SSCS SS SESES ER SSSSSSHSSEHHSSHHSHHSHEHSESEHEHEEHESEHEEHSEEHSSSHSHSSOHOOHOEOHH EEE O COC 


BUILDER 


For September : 
SPON’S 


PRACTICAL 
BUILDERS’ 
HANDBOOK 


Ninth Edition. Completely revised and enlarged 
Edited by A. W. D. Fryer, A.1.A.s. 
579 pages 30s. net (postage 9d.) 
A mine of detailed information on day-to-day 
problems for architects, surveyors and builders. 
All aspects of building are covered and the 
book is arranged alphabetically for easy 
reference. 
This new edition has been completely revised, 
enlarged and reset, bringing thoroughly up-to- 
date the standard work of reference in this field. 


*9922 Henrietta Street, London, W.C.2%*: 





THERMOSTATIC MIXING VALVES 





WALKER, CROSWELLER AND CO.LTD. CHELTENHAM 








THE ARCHITECT and Building News 


Grants € 


eg the Minister of Housing and 
the Secretary of State for Scot 
land have issued Circulars to the local 
authorities drawing attention to the 
changed regulations and the reduction 
of the minimum grant to £100 for im 
provement to existing houses. ~ 
improvement grants are made unde! 
provisions of the Housing Act, 1949 
and the similar Act for Scotland, and 
are therefore quite separate from any 
facilities which may be provided by 
Housing Repairs and Rents Bill now 
before Parliament 

The main purpose of the Minister 
Housing’s Circular appears to be the en 
couragement of Local Authorities 1 
set private landlords an example by 
making better use of the 
facilities which were explained in a 
Circular issued in September, 1949; it 
that this Circular 
been imperfectly understood 
rigidly interpreted or applied 
may be that local authorities are in a 
better position than the private land 
ord in respect of raising the necessary 
money to pay for house improvement 
and that they are prepared to accept 
less return on the capital involved 

private landlord 


‘hes 


existing 


is suggested 
have 


may 


too 


I still feel that few 
will be willing to take advantag« 
provisions of this Act until the 
cial returns are made much 
and thus make the inve 
ind, if need be, the borrow 
necessary capital w 


ittractive 
ment 
I tnt 
whil 
Most of 
treatment 
require, 


new 
the houses which n 
to qualify for these grant 
it to-day’s prices of building 
large sum spent on then 
not only lacking in “th 
ind conveniences which hav: 
to be regarded as essential to a 
ind healthy life,” but are in 
poor state of repair owing to the | 
mitted increases of rent not having 
been allowed to keep them in step with 
the rises in maintenance 
grants are to be given on the as 
that the houses will be 
it the reduced standards of 
ties for 30 years, many house 
replacement of gutters 
repairs of 
replacement of repointing 
damp-resisting treatment 
und similar costly work, all 
which are quite apart from the 
provements to the accommodation and 
equipment to meet the standard 
out in the revised requirements in th 
Circular 

The Stockton experiment, which wa 
discussed in these columns on | 
tember 3, 1953, made very clear th 
nature of the which may be ex 
pected in order to bring a fairly typica 
property up to the required standard 
of amenities. This experiment 
showed the unattractiveness ol 


financial provisions in relation to {| 


quit i 
Many ire 
imenitie 
com 


decent 


costs 


tion 


require 
downpipes, extensive 
roofs, 
ome! 


1! 
Walls 


costs 


13 May 


1954 


© 


ted rent increases. The report of 
experiment ought to be examined 
ill contemplating improvement as a 
guide to the work which may be 
eded and to the costs which may be 
xpected to carry out the improve- 
ents 
It is good to note that the Minister 
withdrawn the direction to exclude 
professional fees, so that from now on- 
wards reasonable expenditure on these 
es may be taken into account. This 
1 highly desirable change, as pro- 
ional services are very essential if 
type of work is to be carried out 
advantageous ways; the 
xclusion of fees in the past has prob- 
ly meant that professional advice has 
10t been sought in many of those in- 
tances in which advantage has been 
iken of the facilities available. 
It seems from the Circular that local 
iuthorities must have been rejecting a 
imber of proposed schemes, and in 
ther cases it is probable that they have 
been unwilling to accept the financial 
urden of their share of the costs. It 
ms also that there have been indica- 
f unwillingness on the part of 
uthorities to accept their share of 
financial burden when they have 
ght the landlord was financially 
to bear the whole cost. 
im pleased to see stressed the fact 
1ouses which lack modern services 
rapidly deteriorate to the point of 
rmanent unfitness and, as such, be- 
lums, which then causes them 
yme a statutory responsibility to 
il authority 


tne most 


von 


revised requirements do not 
st anything of a particularly note- 
worthy Nothing is said about 
amount of or areas of the accom- 
nodation to be provided. The im- 
‘ nts called for seem to be only 
est necessities: to achieve 
habitable conditions. It is 
surprising, however, to read 
dwelling must be in good 
and “substantially free from 
this seems a rather undesir- 
elaxation on what would seem to 
essential requirement. Twelve 
requirements are listed. 
The Department of Health for Scot- 
nd has also issued quite a good small 
on the subject entitled “ Improv- 
House” as a means of en- 
increased action in Scot- 
rhe leaflet appears to be 
1 to the property owners and 
of leases with not less than 30 
unexpired. It again points out 
stance is normally given only 
house, when improved, will be 
for at least 30 years, but 
i consideration may be 
n to proposals if the house will be 
factory for at least 10 years. It 
difficult to 


nange 


little 


it the 


4 " 
rou! 


raging 


lai Cases 


ld eem extremely 


whether or not a house will be 


Improve Houses 


satisfactory or not in 10 or 30 years’ 
time as these temporarily permitted 
sub-standards may be then considered 
hopelessly sub-standard in the light of 
the housing then being erected, but my 
impression is that the Minister wishes 
local authorities to give the benefit of 
any doubt to property owners. On the 
other hand, if we lower our current 
standards any more, these improved 
houses may, in fact, be equal to those 
of houses in current production. The 
Scottish leaflet is a very good and clear 
summary of what is required, the 
grants that are available, how and 
where to apply, and what happens if 
the house is sold, and also the per- 
mitted rent increases. The required 
standards for an improved house are 
not only listed but are accompanied by 
two helpful, although simple, illustra- 
tions which will aid greatly the less 
technically knowledgeable to under- 
stand what must be done. The only 
point missed is an encouragement to 
seek professional advice. 

As in England, the permitted in- 
crease in rent is 6 per cent of the 
owners’ share of the cost. This share 
depends on the local council, who may 
contribute up to half the cost. The 
amount of the grant rests with the 
local authority. Special help may be 
given in exceptional cases, such as for 
houses of historical value. This 6 per 
cent Maximum rent increase seems to 
be the stumbling-block of the whole 
proposal, which is now being pressed 
so hard by the Minister of Housing 
and the Secretary of State for Scotland 
To take a typical example which I have 
examined: This present rent, exclu- 
sive of rates, is 15s per week, and, 
therefore, £39 per annum. The esti- 
mated cost to put the dwelling into a 
condition acceptable to the local 
authority is £720, on which a grant of 
£360 is offered, thus the permitted 
rent increase is a little over £21. The 
tenant feels the increase of over 50 per 
cent is a very heavy burden, although 
he realizes how much more comfort- 
able the house will be, and fears that 
in addition the improved rent for the 
improved house may also bring an in- 
crease in rates. The landlord has addi- 
tional maintenance which he fears will 
swallow the increased rent, thus leav- 
ing him nothing as a return on an in- 
vestment of £360 for perhaps only 30 
years; the real problem is, however, 
the landlord has no capital and must 
borrow the £360 so the available in- 
creased rent, after paying loan interest 
and repayments, will leave nothing for 
maintenance or to pay for maintenance 
of the present structure at to-day’s 
increased upkeep costs. Is there, there- 
fore, much hope that the Ministers 
will achieve the results they so much 


desire? 


DUTCH UNCLE 
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PLANT 
HANDTOOLS 
E3/3i 


HULDUDEOEOOAGEGLECEAEEREO RODEO L ORORObEBEREEEOONTE 


The “' Boss Mercer '’ socket Forming Tool for use with 
Copper tube to BSS 659/44 has been designed to forn 
socket joints for capillary soldering. This model is to be 
held in a vice, an additional bar can be supplied enabli: 
the tool to be held against rotation when a vice is not 
available. A bench-type model is also produced for work 
shop use which forms a socket by the single movement of 


alever. By the British Steam Specialities Ltd., Fleet Stree 
Leicester 


epeenneans 





sennente 


SERVICES MISCELLANEOUS B7/| 


A new automatic fire detector by 
Gent & Co. Ltd., of Faraday Works 
Leicester, which incorporates two new 
features. The bi-metal strip has alway 
been recognized as the best means of 
indicating arise in temperature and this 
has been retained in this model The 
new features of this Detector are 
the use of mercury tube contacts, wi 
obviate the troubles associated with the 
open type contacts which corrode and 
become dusty over the years and (2) the 
use of an entirely new method of opera 
ting the contacts by the bi-metal strir 

The operation of the bi-metal str 
heat releases a catch which allows 
bottom portion of the Detector, wi 
is pivoted at one end, to drop by its ow 
weight thereby tilting the mercury tubs 
which is attached to this bottom portio 

The tilting of the mercury tube gives a 
definite, quick-action make or break 
the circuit, dependent on whether the 
model is for incorporation in open or 
closed circuit Fire Alarm Systems 
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PLANT 
LIFTING GEAR 
E6/11 


The Caterpillar HT.4 Shovel, nm 
factured by the Caterpillar Tractor 
Ltd 32 Sloane Street, 5$.W.! 
capacity of the shovel is |} cu. yd. ar 
all operations are controlled hydra 
ically. The tractor is powered by a 43 | 
Diesel engine, with a five gear box wh 
gives a top speed of 5.4 m.p.t F 
Bowmaker (Plant Ltd., of Willenha 


OOOO NEDNAOEOERERAGEUEECEOSSUAAEOU OOOO OEONNUEE 





FITTINGS 
DOOR FURNITURE 
C3/8 


Ingersol! Locks Led., Ingersoll 
House, 7-9 Kingsway, Londo 
W.C.2, have now carried their 
ten lever cylinder key mechanisr 
a stage further so that it provides 
key operation from both ends of 
the cylinder of all ten levers 
The vast range of differs and the 
security of the differing are 
maintained so that for the first 
time in lock history a lock witha. 
single key mechanism has the 
added advantage of locking and 
unlocking on both sides of a 
door Approximately twenty 
different types of rim and mortise 
are projected The first 
available are the RFIO 
Automatic Deadiock and 
RDIO Rim Lock 
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Notes below give basic data 

contracts epen under locality and 
authority which are in bold type 
References 
work, (b) 
Where no 


address for applicatior 
town is stated in the 


indicate: (a) type of 





BUL 


FLOOR & 


CEILING CLIPS 
Standard and Acoustic 


THE ADAMITE 
COMPANY LTD 


MANFIELD HOUSE. STRAND, W.C2 








KINNEAR 
SHUTTERS 











T y ut 0 L HAND OPERATED 
MACHINE 
r 492 
f TYROLEAN 
OPEN TEXTURE 
(ROUGH CAST) 
FACINGS 
@ LIGHT WEIGHT 
“er @ RAPID COVER 
~ om ; @ SIMPLE 7 

@ EASY LEAR 

PRICE €9.18.0 each delivered free any part of U.K 


TYROL SALES LTD 





HARDWOOD FLOORING 
“EX STOCK” 


Block trip Flooring im %, 1° and t4 
thicknesses t ollowing species, grades 
suitable for r 

Agba, Any 

Yugoslavia 


WILLIAM THORNTON & SONS, LTD 


Joinery Dept., 
LIVERPOOL, 8 Tel 


rams : T f Liver 


Lark Lane 74 4 





38, WELLINGTON ROAD, | 








CONTRACT 
e NEWS e 


OPEN 
BUILDING 


ABINGDON R.C a) 12 
n Housing Estate b 
( incil Office 
May 21 


bungalows, 
Council's 
, 60, Bath Street 


ALTRINCHAM B.C. a) 34 flats 
f ’ Broomwood Estate 
Surveyor, Town Hall 
Small pumphouse 
Eldwick, Bingley 
( ls Waterworks Engineer, Town 
i Ma 


BAILDON l AC. i 


Clo Farm, 


BARROW - IN - FURNESS B.C. a 
Alreratic to the Technical College, 
Road form a department of 
é Borough Engineer, Town 
Hal ! e) May 26 
BATH C.C i houses, Woodland 
Oakley Estate, Claverton. (b) City 
y Officer and Architect, 7, North 
Building 2gns ec) May 26 
2 houses, Norwood Play 
City Planning Officer and 
North Parade Buildings 
May 26 


BATH C.€ 
Field 


BECKENHAM B.C. a) 7 5-storey, 1 
y and 4 3-storey blocks of flats and 
I nd | ingle block total 172 
iding external sheds and 
truction of roads on land 
tal Palace Park Road and 
than Avenus b) Town Clerk, 
Ha £2 d) May 17 ra 
14 ° . 
Bl AC KBI RN B.C. a) Repairs and 
ations at Girls’ High School, Preston 
A ih Engineer, Town 


? | } , 
R« foro. 


BOURNEMOUTH B.C. (a) 24 houses, 
W Howe Estat b) Borough Archi 
Town Hall. (c) 2gns. (e) June 15 


BRIGHTON B.C. (a) Erection of a milk 
irlour overed yard, boxes, 

barn, at Patcham Court 

b) Waterworks Engin 

June 1 


lox sec 


ct l 2gns ¢ 
, Green 
Howard 
“ Graystones,” 
May 31 


CARDIGAN B.C. (a) 40 house 
1 Meadows Sit b) Messrs 
Partners, 


sens. (e 
CROYDON B.C. (a) Extending The John 
n Addington. (b) Chief 


Of I Katharine Street 


» ool 


House 
Borough 
H i }s i if e Stre¢ 


in Waddon 
Engineer, 
t 4 


CROYDON B.C i 


\Y * 


gn 


DURHAM C.¢ 1) Police houses as fol 
| vith office, The Grove, 
detached, Bishop 

ld, Stockton; 2 senior 

N« wnnam 
Stockton; 1 
orpe Thewles; and 
Whickham Street, 
Architect to the 

t Lane. 'd) May 20 


nad garage, 


| 
urfield, 


address it is the same as the locality 
given in the heading, (c) deposit, (d) 
last date for application, (e) last date 
and time for submission of tenders. Full 
details of contracts marked ye are 
given in the advertisement section. 








PUDLO 


Registered Trade Mark 


BRAND 
CEMENT WATERPROOFING POWDER 


USED IN PORTLAND CEMENT 
CONCRETE AND RENDERINGS 
TO EXCLUDE OR RETAIN WATER 


WRITE FOR DIRECTIONS BOOK 
To 


KERNER-GREENWOOD & CO., LTD. 
KING'S LYNN 


Sole Proprietors ard Manufacturers. 


THE MOST RELIABLE FIRE CEMENT 
1S ‘ FEUSOL '—have you tried it? 














ENGERT & ROLFE LTD 
FELT ROOFING 


CONTRACTORS 


iCNDOON E14 EASt 1441 


FOR OFFICE, LIBRARY AND 
BOARD ROOM FURNITURE 


5. MARGOLIS & SONS 


63-65 NEW OXFORD &T., LONDON, W4.1 
Phones: Temple Bar 7364-0613 














FIBRE 
INSULATION BOARD 


“QUITFIRE'’ impregnated is 
FIREPROOFED (Class 1 to B.S.476 
32 Amdt No. 2) and FUNGUS- 
proofed or TERMITE-proofed (or 
all three combined). 


Used on Government contracts, 
Industrial Buildings, Schools etc, 


Enquire of your 
processors: 


5.0. Rudkin & Co.Ltd. 


Plantation House, Mineing 


Lane, LONDON, E.C.3 
el: MANsion House 4406 (3 lines) 


supplier or 
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ESTON U.C. (a) 46 houses, Redcar Road NEWCASTLI RECIONAI HOSPI 


East Estate. (b) Engineer and Surveyor, o ; O/ 

Council Offices, Normanby Road, South ms IG 4 U A [ | TY . ~ a - , 
Bank. (c) 2gns. (e) May 20 for tl 3 H da 
EVESHAM B.C. (a) 70 dwellings, Fair- WH ITE FACI N G “Dunira,” Osborne 


field No. 7 site. (b) Messrs. Pemberton 


and Bateman, 21, Vine Street. (c) 2gns 
(e) May 24. BRICKS NORFOLK C.¢ 


FOLKESTONE B.C. (a) 1 block of 7 (S.P.W. BRAND) Edward VII 
dwellings for aged persons in Bridge Ly ‘ 
Street site, and 1 block of 4 houses in As supplied h 

4 / WAR OFFICE, H.M 
the Tram Road. (b) Borough Engineer, oo oe ‘ ; 
Municipal Offices, West Terrace. (c ee a — AUR HONESTY , ' 
3gns each contract. (d) May 18. ‘ N. IRELAND—BELFAST C. 

* Er Oo fa onda 


y } R 
Ma 


. Sample and Broch 
GRIMSBY B.C. (a) Additional accom ieieeee 
modation adjoining Harold Secondary AtlOI \ 
a School, Harold Street. (b A n ; 
3orough Engineer, Municipal Offices, . . 

Town Hall Square. (c) £2, (e) May 25 M. MSCARTHY N. IRELAND—DOWN C.( 
GUILDFORD B.C. (a) 31 pairs of | | & SONS, LTD. 1you rou Crega 
houses and 2 blocks of 8 flats at Park | ounty Pla Officer 
Barn. (b) Borough Engineer, Municipal BULWELL NOTTINGHAM Downpa 

Offices, High Street. (c) 2gns. (e) June 3. 


Road I 





N. IRELAND—DOWN C.¢ 


HARTISMERE R.C. (a) Erection of anne 
following: 1 block of 4 houses and 2 : Old Rector 
pairs of bungalows, etc., Worlingworth; a oardins 
and 1 block of 4 houses and 1 pair of 
houses, etc., Fressingfield. (b) Housing 
Officer, Housing Department, Lambseth : 

Street, Eye. (c) 2gns each scheme. (e j : : N IRELAND DROMOR 
May 21. Re rYRONE 


Pl B 


1) 











HAXBY (YORKS). (a) Extension to 
Haxby and District W.M. Club premises 
(b) Secretary to the Club, Haxby. (c 
£2. (e) May 24. PUDSEY B.C 

HUDDERSFIELD B.C. (a) 3-storey WORK cesta Be ? 
block of 7 shops and maisonettes, Bradley Hal ; via 
Housing Estate. (b) Borough Architect, COVERITE 


High Street Buildings. (c) 2gns. (e (ASPHALTERS) LTO 
May 24. PALACE GATES STN, 1.22 Bowes Pork IKIP2 CITY ASSOCIATION 


vi Jar 





SCOTTISH VETERANS’ GARDEN 


kK i i 





HULL. (a) Extension to factory build- " : 

ings at Londesborough Street, for Wm. 

Marsden & Co., Ltd., door and joinery LIGHTNING CONDUCTORS “a 

a yy Po (b) oe and Hollings- J Ww GRAY & SON LTD ee sii ' e ieee oe 

worth, 23, Lowgate, Hall. ° > . ; ! : 0 
ee > ok 13, CASTLE ST., SALISBURY | | TWEED B.C. (a) Erec 

IPSWICH B.C. (a) 32 flats in blocks of 4, Telephone : SALISBURY 2750 wd bh . , r _ 


Chantry Estate. (b) Borough Engineer, . 


19, Tower Street. (c) 3gns. (d) May 14. CHURCH Salita RESTORERS 


I 
} 


! 





(e) June 17. 
* « . 


GLASGOW C.( 





LEOMINSTER B.C. (a) 6 houses, 


Westfield Walk site. (b) Town Clerk, " : 
Municipal Offices, Grange Court. c) | D & N N i S$ Oo N egy eee es 
2gns. (d) May 22, ene 9 . 


I 


) 
: y May 
LONDON—ISLINGTON B.C. (a) 3 K h T T F 


blocks, comprising 68 dwellings in all, on 
2 sites on either side of Petherton Road &® CO. LTD SOX 
(b) Town Clerk, Islington Town Hall, ¥ ' oh . B 
Upper Street, N.1. (c) 3gns. (d) May : / 
14. (e) June 21. 

. 


os | (e) M 
MABLETHORPE AND SUTTON U.C. @) L L é aa G A ee “gt oe 


rHPORT B.C 


Lord St 


a) Public toilets and a trading kiosk on | eed , 
South Promenade, Mablethorpe. (b Senhill Woo 
Clerk of the Council, Council Offices, | 
Mablethorpe. (c) 2gns. (e) May 24 ee 

> “ 5 & GRILLES e IRON DOORS 
MANCHESTER C.C. (a) 107 prefabri- STAIRCASES '‘e LIFTS THIRSK 


cated concrete garages On Various sites in 
Wythenshawe. (b) City Architect, Town COLLAPSIBLE GATES I 


Hall, (c) lgn. (e) May 19. * 





k 


MYNYDDISLWYN UC. (a) 30 houses, KENOVAL HOUSE 7 
-lwynon Estate, Oakdale. (b) Engineer | iJ T : 
and Surveyor, Council Offices, Pontilan- 226 230, FARMERS ROAD —_ oe . 
ne Mon, (c) 2gns. (e) LONDON, S.E.5. Phone: RELiance 4266 fis) Consnee ¥ 

ay . . ridg 
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WORTHING R.C. (a) 2 blocks of 3- , 
storey flats comprising 15 dwellings, Pen- 
SPE CIFY hill Road, Lancing. b) Engineer and 


Surveyor, 15, Mill Road, Worthing. (c) 


NORRIS 2gns e) May 24 


WORTHING R.C. (a) 8 pairs of houses 


jo | N iz R y ae Ss ee ks = 4 on Allangate Estate, 


Engineer and Surveyor, 
e 15, Mill Road. (c) 2gns. (e) May 24. 
WORTHING R.C. (a) Pair of houses, 
a : VW A NORRIS LTD ‘ West Street, Sompting. (b) Engineer and Fabricated in 
rve Oo s fc f 
FARNWORTH, BOLTON se ri‘, 15, Mill Road. c) lgn. (e) Asbestos Cement Sheeting 
LANCASHIRE aie List of details and sizes on application 
Telephone: Farnworth 363-4-5 PLACED DALTON, BALLARD & Co. te. 
Fleet Piase, Upper Park Rd., London, N.W. 
Notes on contracts placed state locality and — = a Et 
hority in bold type with (1) type of work, 
(2) site, (3) name of contractor and address, 
(4) amount of tender or estimate. + denotes 
: ; that work may not start pending final RINGMER BUILDING 
— TSTANDING eptance, or obtaining of licence, or 
7He OU RE modification of tenders, etc. WORKS LTD 
r att wood FIB 

















OARD (2) Sergeants Inn, Fleet Street. “(3) Hol- |  SU!LDERS & CONTRACTORS 
d ergeants » Fiect . eet. . - , ‘ 
HARDB oway Bros. (London), Ltd., Millbank, eng 


<i S.W.1 4) £200,000. Total cost, | RINGMER : LEWES : SUSSEX 


£500,000 Telephone : Lewes 300 


RUGBY B.C. (1) 180 houses. (2) Ab- | : aa. 
bott’s Farm estate 3) The Browning 
Construction Co., 19, Hillmorton Road, 


EN C 
ALTRINDA swell COUNTY COUNCIL | S gt DN nl C 
DAMPCOURSE * nary sci = 2 Pace ae ™ 


ty 
Primary school A > ANECHO! ‘AMBER: a 
i) se 





Supplied From Stock Bunting Construction Co., Ltd., Acre 
ENGERT & ROLFE LTD Lane, Stockwell, S.W. (4) £101,527. 
; 1) Extension 2) Norwood Technica a 

eee 636 EAS 16 Colleg« 3) W. J. Cearns, Ltd., Carpen- WILLESDEN 
ters Road, Stratford, E. (4) £67,513. 
1) Hostel for Philippa Fawcett Training 
Collegs 2) Streatham. (3) E. H. Gib- 
COURSES for all R.1.B.A. EXAMS on, Ltd., Thornton Heath, Surrey. (4) 


£56,090 
Pesta! tuition in History, Testimonies, Design, ’ . . 


* 

Calculations, Materials, Construction, Structures, BURNLEY 1) I arge factory etc (2) 

Hygiene, Specifications, Professional Practice < auivemededy ; —~ j ’ . 4 
etc. Also in general educational subjects. Padiham Holland & Hannen an 


ELLIS SCHOOL OF ARCHITECTURE Cubitts, Ltd., Garston, Liverpool. (4) 

Principal: A. B. Waters, M.B.E., G.M., F.RA.B.A £ 1,250,000 

1036, OLD BROMPTON ROAD, LONDON, 8.W.7 + 

Phone: KEN. 4077 and at Worcester NORTH RIDING Cc. 1) School. (2) 

Eastfield, S on (3) Plaxtons 
irborough), Ltd., Seamer Road, Scar- . — 
igh 4) £97,500. 


BRADFIELD R.D.C. (1) 126 houses. M ODEL D a L s BY Est. 1883 
») Calcot site 3) Wates, Lrd., 1258, | 











il 


mdon Road, Norbury, S.W.16. (4) John B THORP 


- . . , GRAYS INN AD. 
MIDDLESEX C.C. (1) Erection of - W.0.1. 


i0ol, (2) Feltham. (3) W. S. TOWN PLANNING. ond 


wiley J . PUBLIC BUILDINGS. Telephone : 
Cowley, Uxbridge. (4) ESTATES AND INTERIORS, HOLbern 1011 




















CONCRETE 
LOCK-UP 
GARAGES 


With the present-day high cost of building materials and labour, BATLEY 
5} Multiple Concrete Garages offer tremendous economies. Employing the well 
known Batley principle of tongued and grooved concrete units which are simply 
bolted together on a firm level foundation, these garages can be erected by 
unskilled labour in hours instead of days. Pitted with 

and Over or hinged doors as required 


No. of Total Cost 
Garages Size Clear Height 
2 «1 6ft. tin. by 16ft. 4in 6ft. 3in. 125 
3 24ft. 3in. by 16ft. 4in. 6ft. in. 180 
6 48ft. 3in. by 1é6ft. 4in 6ft. 3in. 345 
9 72ft. 3in. by 1é6ft. 4in 6ft. tin $10 
12 96ft. 3in. by 16ft. 4in 6ft. 3in 675 


Plus £55 per additional garage to any number required in one block, Also 
available with a clear height of 7ft. 9in., and alternative length of 19ft. if required 


ATTRACTIVE DEFERRED TERMS. — free delivery in England and Woles. 
Send for full details ond brochure to: ERNEST BATLEY LTD. 96, COLLEDGE RD., HOLBROOKS, COVENTRY ‘(icfhom: 
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‘ transport problem? 
—solution on Friday 


A constant supply of specialized news—like that in Motor TRANSPORT—is a “ must 
transport operators. Every Friday, MOTOR TRANSPORT brings you a wealth of nev 
up-to-date information including—news of the latest technical and commercial 

in the whole road transport field ; advice of new vehicles, equipment and forthcom 
lation . . . and news of what others are doing to cut operating costs. All this and 
is in Motor TRANSPORT, the wide-awake road transport newspaper. It is specialized informa 
tion like this that helps to keep the wheels turning. Whatever your transport problem, M 
TRANSPORT supplies the answer. Read it every Friday! Order from you 
advantage of the postage saving offer below. 


MOTOR 
TRANSPO! 


— keeps you on the right road § 


DRAWING 
INSTRUMENTS 


Lopment 
ng legis 


nuch more 


Introduction to a specialist—POST NOW 








‘CALLOW ROCK’ 


Gas-burnt 


WHITE LIME 


is a Non-hydraulic, Class A 
Quicklime for Plastering 


Finishing Coat, Coarse Stuff 
and Building Mortar, 


conforming to British Standard 
by Engineers, 


and Surveyors ‘ : 

responsible for the Specification No. 890—/ 940 

world’s most famous 

constructions. The more 

important your work the greater 

the necessity for Reliable and 
Accurate Drawing Instruments. 


Mlustrated retslovue tert fest feces" |The Callow Rock Lime 
A G THORNTON LTD Company, Lid. 


Cheddar, Somerset 


a ++ 4 


WY Ther 2; 


isnawe 
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CONSIDER A THORNS BUILDING 








A MODERN 
NEW FACTORY 


has been equipped especially 


ihiid! {" \ for the production of pre- 
= fabricated steel building struc- 
tures of all kinds. We shall be 
pleased to quote for inex- 


pensive standard buildings or 





for structures based on your 
A typical Building 60’ x 30’ x 12 


own designs. Our Erection 





We specialize in supplying any size or shape . . 

€ specialize pplying “ I Service has also been extended 
of one storey shedding, with or without wall | : — ¢ 
sheeting. Foundations and erection work : to cope with additional site 


undertaken if desired. Ask Thorns to quote work, Estimates free. 





for your next steel-building requirement 





oD. THORN & SONS LTD. (Dept. 113), BRAMPTON ROAD 
BEXLEVHEATH - * * KENT 
Phone Bexleyheath 305 Est. 1896 





>) CASTE for modern interiors 


and exteriors 


= 


ACTUAL SIZE Durable, hard-surfaced ““ CASTEX ” is hardboard... PL.US. 
of th WIDE REED Its hard, chestnut fibres are compressed into a really close- 
design textured board which offers an excellent surface for paint, 
enamel, varnish and cellulose finishes, and which is ideal for 

natural clear polishing. 


It is cleanly and easily worked with ordinary carpenter's tools; 
can be fixed by normal woodworking methods, and its fine, 
smooth surface will adapt itself to curvatures as easily as it 
will to flat areas. Its fine clean-cut edges, too, meet perfectly 
without need for cover strips or joint mouldings 


“ CASTEX,” of 4° (3.5 mm.) standard thick- 
ness, is available in INTERIOR & EXTERIOR 
grades, and in the following designs. 

* NARROW REED * WIDE REED * 
* FLUTED * CHECKED * 

Standard size: 9’ 8” x4’ 0° 

Check pattern : 10’ 0" x 4' 0” 


CASTEX Venneme J.EIDELMA N 


mm 
) 28 BISHOPSGATE. LONDON. f 


DOW WA 


reeded 
hardboard 


} “CASTEX” will flameproof up to standara 


required by Local Councils, 

















SPECIFY PARSONS’ PAINTS AND BE SURE 

Parsymul Synthetic Emulsion Paint—the modern paint for the up-to 
date decorator, It has excellent spreading and obliterating powers ; it is 
really washable, and has no residual odour. Where necessary, two coats 
can be applied in one day on suitably prepared surfaces. 

Parlyte An oil-bound water paint of superior quality suitable for interior 
decoration, and in @ special quality for exterior work. Supplied in a 
large range of tints, which are fast to light, water and lime. 

Parsolac Synthetic Finishes are ideal for exterior work. Decorative 
Parsolac Enamel dries quickly, and ite tough, smooth film gives greater 
durability and keeps clean longer than any other type of finish. 

Parsolin A bard wearing enamel gloss paint of exceptional body. Suitable 
for exterior and interior work, it is particularly hard drying and weather 
resisting. 

Write for full details and colour cards. 

THOS PARSONS AND SONS LIMITED 


Head Office and Showrooms; 70 Grosvenor Street London W.1 Ma fair" 7951 
Branches : Beaconsfield - Birmingham + Brighton - nay, A * Dublin « Edinburgh 
Glasgow + Leeda +» Manchester + Newcastle upon Tyne + Nottingham + Plymouth 
and Southampton 
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PIERMANITE 
DAMPCOURSES 
“ASBEX’”’ 
“HOUSING’’ 
““LEAD-BITU”’ 
““PERMASEAL’”’ 
‘“PERMALUME’”’ 


SAMPLES PERMANITE LIMITED 
AND i} we] Sem ce) jem toy \emmme). |sle). lm | 
PRICES Works: LONDON and HERTFORD 


Telephone: ADVANCE 4477 (10 LINES) 
FROM Telegrams: PERMAPHALT EASPHONE, LONDON 








flooring for every purpose 


Jointless Composition 

Rubber Flooring 

Linoleum 

Thermoplastic Tiles 

Uneven sub-floors screeded to receive carpets, 
linoleum or rubber flooring 





Phone or write for samples. Estimates gladly given and 
completion dates can be relied upon 


early delivery 


THE VEITCHI 
flooring specialists 


COMPANY LIMITED 


LONDON «- Chiltern Works, Southey Road, Tottenham, London N./5 
Tel: Stamford Hill 9428 


LIVERPOOL,~- 106 Brasenose Street, Bootle, Liverpoci, 20 
Tel : Bootle 3597 


GLASGOW «~ 217 West George Street, Glasgow, C.2 
Tel: Glasgow Central 1096 











Telephone: 
ENField 4877/8 


Telegrams 
Quality, Enfield 


SHUTTER CONTRACTORS 


LTD. 
LINCOLN WORKS 


ENFIELD 


MANUFACTURERS OF 


Quality 
ROLLING SHUTTERS 


IN STEEL, WOOD & 
ALUMINIUM ALLOY 


FOR ALL TYPES OF BUILDINGS 


APPROVED MANUFACTURERS TO 
F.O.C. AND L.C.C. REQUIREMENTS 


CONTRACTORS TO 
H.M. GOVERNMENT—ALL DEPARTMENTS 
PUBLIC UTILITY COMPANIES, COUNCILS 
PRINCIPAL RAILWAYS, INSTITUTIONS 
Etc. 





















a 
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eeeeee & Everyone to his own taste say we—Some 
prefer the “‘ good old fashioned ’”’ and some “ the latest 
thing ”’ and so it should be. But when it comes to fireplaces 
we must admit to being prejudiced, not so much in the 
appearance as in the mechanics of the thing. No matter 
what surround is installed we are convinced that the 
AIRDUN convector fire is a really practical appliance 
to incorporate ; as outwith radiating heat in the normal 


way it convects a continuous supply of warm air to 
other needful parts of the house and its simplicity makes 
it easily fit into the design. If you have a heating problem 
why not write and let us advise you while it’s still 
in the planning stages ? 


————~__ 
_—— 


| AIRDUN | CONVECTOR FIRE 


For full particulars write to 
ALEXANDER DUNN LIMITED 
Uddingston, Scotland. Telephone: Uddingston 500 

















THE 


SYNCHRONOME 


LTD. 


COMPANY, 


Manufacturers of 


Electric Clocks for all 


purposes 


ABBEY ELECTRIC CLOCK 


WORKS 


WOODSIDE PLACE, 






ALPERTON, 


WEMBLEY, MIDDLESEX. 


Tel.: 


WEMbley 3643-4-5. 
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OFFICIAL ANNOUNCEMENTS 


APPOINTMENTS 


Rate 1 per line, minimum 3- 


°° CONTRACTS ° 


TENDERS 


Close for press Ist post Monday for following Thursday Issue 





APPOINTMENTS 


The engagement of answering the 
vertisements must be thage lo through the local f= 
of the Ministry of Labour and National Service, etc., 
if the applicant t# a man aged 186-64 or woman 

ed 18-59 inclusive, unless he or she or the em- 


nloyer is excepted from the provisions of The 
Notification of Vacancies Order 1952. 





HER MAJESTY’S COLONIAL SERVICE 


Superintending Architect, Public Works Depart- 
ment (Dev t 
Northern Rhedesia 


"THE selected candidate will be directly responsi- 
ble to the Assistant Director (Buildings) and 
will be required to co-ordinate the work of at 
least four Senior Architects each in charge of large 
building programmes 

Appointment will be on contract for one tour of 
approximately three years at a fixed salary of £1,750 
per annum, with gratuity of £150 per annum on 
satisfactory completion of contract. Cost of living 
allowance at the rate of £195 10s per annum is at 
present payable 

Free passages for officer, wife, and children up to 
cost of one adult fare on first appointment and on 
leave. Leave at rate of five days for each month 
of resident service. Government quarters provided 
at rental of not more than 10 per cent of salary 

Candidates between the ages of 38 and 50 must 
be A.R.L.B.A., with at least 10 years’ experience 
comprising the design and supervision of construc- 
tion of large building schemes carried out by con- 
tract and the administration of a large staff. 

Apply, in writing, to the Director of Recruitment, 
Colonial Office, Great Smith Street, London, $.W.1 
giving briefly age, qualifications and aialane 

ention the reference No, BC D112/3/08. Closing 
date for receipt of initial enquiries, 26 June, 1954. 

(7926 





COUNTY BOROUGH OF EAST HAM 


ESTIMATOR, Grade Va, £650-£710 
SENIOR ARCHITECTURAL ASSISTANT, 
Grade VI, £695-£760 
CHIEF QUANTITY SURVEYOR, Grade VII/ 
VIII, £735-£860 
‘SENIOR ENGINEERING ASSISTANT, Grade 
Vi, £695-£760 
London Weighting is paid in addition. Salary in 
excess of the minima may be paid according to 
qualifications and éxperience 
nce © may be granted over a 
reasonable period to persons appointed if unable to 
obtain suitable housi accommodation, necessitat- 
ing. the maintenance of two homes. 
‘urther details and application forms returnable 
28th May 1954 from the Town Clerk, Town 
Hall, East Ham, E.6 [7929 








BOROUGH OF OLDBURY. 


APPOINTMENT OF ASSISTANT 
ARCHITECT 


APPLICA TIONS are invited for the appointment 
of ASSISTANT ARCHITECT, Grade Va 
(£650 x 20-710), in the Architects’ Section of the 
Borough Surveyor’s Department 

Applicants for the appointment should be 
qualifieé members of the R.I.B.A. and prefer- 
ably have had previous experience with a Local 
Authority, The appointment will be mainly in 
connection with Municipal h and « 
should be experienced in the layout of contempor- 
ary eeueng schemes; design and construction of 
Municipal houses, flats and shopping centres and 
capable of administeri building contracts 

The appointment will be superannuable, subject 
to the National Conditions of Service and to the 
selected candidate passing a medical examination 

Applications, giving particulars of age, qualifi- 
cations and experience and the names of two 
referees, should be delivered to the undersigned not 
later than Saturday, May 29th, 1954. 

Housing accommodation will be made available 
to married applicants if required 

KENNETH PEARCE, 
Town Clerk 





Municipal Buildings, 
OLDBURY 
May 6th, 


1954 [7940 


APPOINTMENTS—centd. 





THE UNIVERSITY OF MANCHESTER. 


PPLICATIONS are invited for the 

LECTURER IN ARCHITECTURE 
on a scale £500-£1,100 per annum with Member 
ship of E.S.S8.U. and Child dren's Allowance Scheme 
initial salary according to qualifications and prac 
tical experience. Applications should be sent not 
later than Ist June, 1954, to the Registrar, the 
University, Manchester, 13, from whom further 
particulars and forms of application may be 
obtained. (7927 


post of 
Salary 





*TEPNEY M.B.C. require ARCHITECTURAI 
a ASSISTANT (unestablished) holding appro 
priate professional qualifications but preferably ex 
perienced in the — aration of design, layout 
working onan, 5 cifications for housing 
schemes, etc ala £620-£670 per annum plus 
L.W.A. Apply to hoa Engineer at 227-233 
Commercial Road. E.l {7928 





COUNTY BOROUGH OF WEST BROMWICH 


BOROUGH ENGINEER mel 


DEPARTMENT 


SURVEYOR'S 


PPLICATIONS are invited for the 

permanent appointments 

(a) SENIOR ASSISTANT ARCHITECT 
Grade A.P.T. VIII (£785 x £25—-£860) 

(b) ASSISTANT +g ‘HITECT 
VII (£735 x £25--£810). 

(c) pncheuctona. 
A.P.T. III (£550 £15 
x £15-—-£625). 

(d) ASSISTANT BUILDING 
Grade A.P.T. I (£490 £15-—£535) 

Housing accommodation will be available for 
one of the architectural a 4) 'e in Grade 
A. ALY VIII or Grade A.P. vil 

N.J.C. Conditions of Service 

Applications, naming two referees to Borough 
Surveyor, Town Hall, West Bromwich, by 20th 
May, 1954. [7936 


following 
Grade A.P.T 


ASSISTANT 
£595) or Grade IV 


Grade 
(£580 


INSPECTOR 








CONTRACTS 





BOROUGH OF MACCLESFIELD. 


ERECTION OF HOUSES AND GARAGE 
CORPORATION ESTATES 


invited for the erection of the 


"TENDERS are 
following 
Scheme 7]J. 
Scheme 5P.—‘5 
Close, Weston 
Scheme 6E.—8 
Terrace, Weston 
Scheme 6F 
cent, Weston 
Scheme 7K.--12 
Lane, Hurdsfield 


Scheme 9L 


7 Dwellings at Hurdsfield 


Lock-up garages at Tennyson 


Lock-up garages at Beeston 
6 Lock-up garages at Wilton Cres 
Lock-up garages at Masons 


6 Lock-up garages at Leadbeaters 


‘ Road, Brookfield Lane 


Bills of Quantities and Form of Tender may be 
obtained at the Borough Architect's Office, 3, Jor 
dangate, Macclesfield, on payment of a deposit of 
£2 2s, which will be refunded on receipt of a bona 
fide tender, or the return of all documents, un 
marked, within seven days of their receipt by the 
depositor 

Tenders in plain sealed envelopes (which will be 
aa to be delivered to the undersigned not 

ter than 12 o'clock noon on Friday, 4th June 
1954. The Corporation does not undertake & 
accept the lowest or any tender 
WALTER ISAAC, 
Town Clerk 

Town Hall, 

Macclesfield 


13th May, 1954 


TENDERS 





NORTHAMPTONSHIRE COUNTY COUNCII 


CONTR ACTORS wis! 
4 the following are 
Architect, County Hal 
May 25th From the 
mittee concerned w 
ticulars will be sent 
KETTERING TECHNIK 
a) Automatic electr 
b) Wooden furnitu: 
rooms, et 
Blinds 
MOULTON 


Wooden 
blind 


MODERN SCHOOI 


COMPETITION 





rRADES UNION CONGRESS 


MEMORIAL BI 
COMPETITION 


ILDING 
FOR St LPTURAI 


TH! General 


gre invite 


Additional 
signs in 


ARCHITECTURAL APPOINT- 
MENTS VACANT 


RCHITE 
A "building 


must be accu 


stating age 
Ss] 


S! NIOR \ 
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ARCHITECTURAL APPOINT- 
MENTS VACANT—contd. 





I ARGE North Eastern paint manufacturer has 
4 vacancy for an architectural representative for 
the northern part of the country; preference will 
be given to candidates already associated with the 
architectural profession.Replies, which will be 
treated in strictest confidence, should detail age 
past experience and qualifications, together wit 
indication of remuneration required, and should b« 
addressed Sales Director, Box 5154 { 

A RCHITECTURAL Draughtsman required 

4 architect's department of large North Linco 
shire industrial concern, the department is rest 


sible for the design of offices, amenity, medical a 
laboratory buildings, the appointment is permans 
and a pension scheme and other amenities a 


available; applicants must be capable draught 
with a good knowledge of modern construction a 
finishes..-Write stating age, details of training 


ng a 
experience, and salary required, to Box 534( 





SITUATIONS VACANT 


rhe engagement of persons answering these 1 
vertisements must be made through the local off 
f the Ministry of Labour and National Service, et« 
f the applicant is a4 man aged 18-64 or a r 
wged 18-59 inclusive, unless he or she r the em 


ployer is excepted from the provisions 
Notification Vacancies Order 1952 





J B. THORP requires experienced architectura 
“” model maker Apply 98, Gray's Inn Road 
Holborn 1011 ) 
‘ENIOR Designer required, fully experienced is 
storefitting planning Apply, in writing, in the 
first instance, giving particulars of experience, et 
to the Managing Director, Fredk. Sage & Co., Ltd 
Holborn Hall, Gray’s Inn Road, London, W.C.1 


yo NG office-trained Assistant required 
Norfolk office, car driver, competent surveyor 
jraughtsman and _ detailer knowledge of f 
accounts a distinct advantage Apply, with detai 
of experience and salary required, to Box 


EK! ATE developer's London office require 
4 vice f first-class draughtsman capable esta 


layouts, et used to general drawing office work 
connection with speculative building; able t nak 
own surve etc., an asset but not essential 

be keen and willing; good salary, excellent pr 
pects, bonus, pension scheme.—-Write stating age 
experience and present salary, Box 5306 


A PPI ICATIONS are invited for the appx 
4 nent of Clerk of Works; salary according 





experience mtract period, approximately one 
ommencing immediately, job involves superv 
in the centre of Glasgow the remodelling fa 
existing building to create modern offices at a 
in excess f £100,000; applications together wit 
either copies of two recent testimonials ei 
names and addresses of two referees must be t 
mitted forthwith Box 5342 
C! ERK of Works (permanent) required, apy 

4 mately Ist June for full-time employment 
large industrial works Tyseley Birminghar 


the supervision of new building construction | 
gramme and general maintenance work applicant 
must be fully experienced, first-class reference 
essential, the company has branch works at Aycliffe 
Co. Durham and Ware, Herts, contributory pensi 
scheme available, canteen facilities, office accom 
modation, 5-day week. holidays with pay, salary £14 
per week Apply, stating age, training, experience 
with references and full particulars to the personne 
officer Messrs Bakelite, Ltd Redfern Road 
Works, Tysele Birmingham x 
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MISCELLANEOUS SECTION 


FOR SALE 















RATE: 1/6d. per line, minimum 3/-, average 
line 6 words. 
separately. 


BOX NOS. add 2 words plus I/- for registra- Torquay 
tion and forwarding replies which should 
be addressed c/o, ‘‘The Architect & 
Building News,"’ Dorset House, Stamford 
Street, London, S.E.1. Dalston, E.8 


Each paragraph charged JF LECTRICITY meters reconditioned, all. types 

4 quarterly, credit and prepayment 

Meter Company, Dept. AN46, Castle Circus House, 
{7 


LL hardwood mouldings, 

embossed ornaments an 
catalogue and to-day’s lowest trade prices 
Dareve’s Moulding Mills, Ltd., 60, Pownall Road, 
Clissold 1543/4 {0142 


The Electric 
922 


lain and embossed, 
dowels; send for 





PRESS DAY Monday. 
to Iliffe & Sons Ltd., Dorset House, Stamford 
Street, London, S.E.|I. 


Remittances payable = --——_--—- a . 


PLANT FOR HIRE 





No responsibility accepted for errors. 





day, week or contract, 
lorries supplied if required 


SITUATIONS WANTED 









Ss! \ CHITECT requires similar position ~~ 
. : or commercial firm, London or 

experienced in commercial 

surveys, reports, specifications, 

able to organise, administer and control office 

Box l [7941 


(CCHASBSIDE mechanical shovels, Major type, by 
, 


Froud, Ltd., Primrose Wharf, Tunnel Ave., 
Greenwich, $.B.10. Tel. Greenwich 0072-3. [0138 


NISSEN HUTS, ETC. 


with drivers; t 


with shovels.—Henry 





Yo NG Swiss architect, speaking German, 


French and Italian, with office- and building Ree iuines ow po ney pare 
type, hall type, etc., all sizes and prices.-Write, 


practice wants job as a volunteer in archi 


t ffice to learn English.—Please write under ii Pes U i 
pher Z.W. 6076, Mosse Annoncen, Ltd., Zurich call of telephone niversa 
witzerland {7949 Lid., Dept. 32, Crabtree 


Kent. Tel. Erith 2948 





Manorway, Belvedere, 


Supplies (Belvedere), 
(0120 





SERVICES OFFERED 


A Rs HITECTURAL perspective drawings pre 
4 pared by experienced Associate (London) in 





CONTACT LENSES 





4 medium.——Please write Box $133 {7909 
| ETTERING, well displayed and carved in stone 
4 et by practical craftsman with many years 
ience Cc. D. Eccleston, F.G.L.C., 29, Vine sent 
Ave London, N.W.7. Tel. Fin. 2824 _ 
(7948 —=> 


ODERN Contact Lens 








BUSINESS OPPORTUNITY 


sleigh Court, W.C.1. Deferred terms. Booklet 


INSURANCE 


Centre, 7 (Gl), End 


(0140 








A R« HITECT’S practice for sale in Airdrie, Lan ARCHI TEC rs Indemnity 
‘ arkshire, owing to death of sole partner Please write for Pro 
Part ar may be had from Motherwell & FE. J 


MacOreg 








SAXBY, Incorporated Insurance Broker 
Solicitors, Airdrie (7946 17a, Carfax, Horsham, Sussex Tel. 990 


Insurance effected 
posal Form to 














—_—_—_— [7933 
PLANT FOR SALE = ———— 
( ‘ONCRETE mixer for sale, Rapier 34T portable MISCELLANEOUS 
4 Petter engine, capacity 5 cub ft unmixed, 34 
ft mixed F. J. Edwards, Ltd., 359, Euston 
Rd., London Eus. 4681 {7925 BuppD's for all jobbing printed account books 





WORK REQUIRED 


and headings free 


I y! MOLITION Work undertaken.-Apply for 
estimates to D. B. Mackie, 36, Green Lane, 
Oxhey, Watford. All contracts promptly and ex- 





No book neoping knowledge required. Rulingi 
1, Teevan Road, Croydon 


DEMOLITION 


(7821 








peditiously carried out. "Phone: Watford 4776. 
(7898 
WAN D “WATCH IT CO 
W ANTED secondhand Pegson automatic 282; BARING RD., LEE, 


ement interlocking tile making machine 
Marseilles pattern) with 4 doz. sample pallets 
Write full details to Jeffs, “Isabel Somerset,” 
Duxhurst, Reigate, Surrey [7900 


DEMOLITION AND CLEARANCE 


By SYD BISHOP & SONS, 


GREEN 7755 
OLD PROPERTY BOUGHT FOR SALVAGE 


ME DOWN’ 


§.E.12 TEL. LEE 


(0139 








If 7 maids, with 7 mops... 


Every so often the economists and the statisticians 
tackle the basic data of the Paint Industry —and 








Products 


they never fail to be astounded at its complexity, 
its diversity and its near-infinity. 

Unlike the Carpenter, we take a certain amount of 
comfort from this; for—spread over our four main 
lines and their sub-divisions, with their respective 
undercoats—we ourselves produce a total of 








DURESCO PRODUCTS LTD., CHARLTON, LONDON, 5.£ 
Telephone: GREenwich 0034 


$37 shades! 

Occasionally we try a mopping-up—what the 
economists call ‘rationalization’ — but it never gets of 
very far; the Customer will ask for what he wants, 
and when he wants something good we 'ike tohave Du 
it all ready for him. 





Send for your copy 
card of Silcolac and 


gloas finishes. 


“cozar 


f 
; "Me GLOSS pay 
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POST-WAR REBUILDING ... ENGERT & ROLFE LTD 
COPPERTRINDA 


a @] x T L A i D 5 T ©) | E The Best Dampcourse yet produced 
MONKS PARK STONE LONDON E14 EASt 1441, 


THE BATH AND PORTLAND STONE FIRMS LTD. QUALIFYING EXAMINATIONS 


Head Office: LONDON OFFICE: Cc. W. BOX 
BATH | a Grosvenor Gardens House, S.W.| : F.R.1.B.A., M.R.San.1., A.l.Struct.€ 
Tel.: 3746-9 sie Tel.: ViCtecria 9182-3. Courses of instruction by correspor dence and 


personal tuition in studio including Testimonies of 
Study and Professional Practice 


11S GOWER STREET, W.C.!. Tel.: EUS. 3906 
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24ta HIGH STREET, ACTON, LONDON, W.3. AULT MANUFACTURERS OF SEARCHLIGHTS WINCHES — RAISING & LOWERING aa 


Telephone: ACORN 
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in 2°: days 


For quick transformation in office or factory, choose ‘‘Compactitioning”’ 
—the new partitioning service that gives you these four freedoms: 


FREEDOM TO CHOOSE — With ‘ Compactitioning” FREEDOM FROM LICENSING —* Compactitioning” 
you are not tied to any particular material. There’s units are free of all licences and available by the foot 
a choice of materials (and finishes) to suit the needs or by the mile. 


of your job Materials used in v npactitioning ”’ FREEDOM FROM TROUBLE — Your problem, big 


» 86” . po? slonlast Nimbe »»? aad 
include “Compactite Holopla Plimberite", or small, can be solved in our drawing office. This 


** Str: aa” <boz ‘ lasterboa 
tramit”’, corkboard and plast tailor-made service costs no more because partitioning 


FREEDOM TO CHANGE — “ Compactitioning” gives is built up from standardised components. This 
you solidity with mobility. It is easy to dismantle reduces site work and cuts down disturbance in 
and re-erect to meet changed requirement occupied premises 


WHEN YOU DECIDE TO DIVIDE—USE 


partitionne 8¥y CQOMPACTOM 


COMPACTOM LTD., OXGATE LANE, CRICKLEWOOD, LONDON, N.W.2. PHONE: GLADSTONE 2600 





\RCHITECT 


USKMOUTH GENERATING STATION, NEWPORT. 
British Electricity Authority 
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ContP8 tors: John Morgan (Builders) Ltd. 


THE RELIABLE 


T. BEYNON & CO., LD LONDON OFFICE 


EMPIRE HOUSE, CARDIFF ¥ BEVIS MARKS HOUSE 
_ BEVIS MARKS, E.C3 


Grams: Beynon, Fen, London Phone: Avenue 2869 


Grams : Beynor ardiff Phone ardiff 2943 





